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Notice to Property Owners 


Well plumbed and steam or hot 
water heated property, rents more 
quickly and at larger proportional 
prices than houses or apartments 
poorly plumbed and heated with 
stoves. That’s important. In putting 
in plumbing and heating systems in 
rented property, constant annoying 
petty repairs will be avoided if none 
but the best goods are installed, goods 
which bear the maker’s name, and are 
guaranteed to perform satisfactorily. 
They cost an inappreciable amount 
more, but save a large amount in up- 
keep. 


—— 























- There is a growing 
Sizes of interest man fested 

, e among sanitary en- 
Soil Pipe gineers as to the pro- 
priety of using 3-inch 

Stacks soil pipe in small dwell- 











ing house work. Those 
who tavor reducing from 4” to 3”, the minimum size of 
pipe which may be used, state that the principal reasons 
for using small pipe are: economy in cost of pipe; 
economy in labor of construction; greater saving in 
width of partitions containing soil pipe stack; smaller 
diameter of the modern watercloset outlet as compared 
with the size of outlets of closets formerly used. In 
discussing this subject it is entirely proper to state that 
if it can be successfully established that soil pipe sizes 
are unnecessarily large, that the discussion should 
ultimately determine what the proper sizes of soil pipes 
are for various classes of work; as it will be seen that 
economies may be secured in all classes of work pro- 
vided present sizes are unnecessarily large. However, 
most of the discussion so far has had to do with the 
question of whether 3-inch soil pipe may properly be 
used in dwelling house work. Ainge has pointed out 
that so far as safety is concerned that it is altogether 
probable that the 3-inch soil pipe might be used, and 
he further points out that the economy in its use would 
be nearly twenty-five per cent. 

The Washington master plumbers who have had ex- 
perience in constructing 3-inch soil pipe in dwellings 
approve, without dissent, of such installations. The 
fact that no system of plumbing is installed which does 
not have a soil pipe stack shows the importance of this 
discussion, and it must not be assumed that there have 
not been those who feel that it will be unwise to per- 
mit 3-inch soil pipe to be used. Ainge has also pointed 
out that it will not be safe to reduce the size of soil 
pipes to their actual working capacity, because such ac- 
tion will “tend to an increase in the danger from 
siphonage and back pressure.” In this issue of “Do- 
mestic Engineering” McHugh argues against the use of 
3” soil pipe, taking the ground that the danger from 
siphonage and back pressure is increased, and also that 
the 3” lead bend requires expanding to 4” to receive 
the foot of the closet bowl, and that there is danger of 
breaking this lead bend flange when it is extended to 
such an extent. The principal argument advanced so 
far having been that such installations would be a 
source of economy to the builder, is so persistent that 
this phase of it should be gone into very carefully. At 
the present time the demand for 3” soil pipe is so small 
that one length in fifteen hundred is about the propor- 
tion of manufacture, showing that its use is not increas- 
ing to any extent. Founders of soil pipe also point out 
that one of the most common dangers to be looked for 
in soil pipe is thinness of the wall at one side of the 
pipe, caused by sagging of the core during the process 
of pouring the molten iron. It is almost impossible, 
they claim, to have pipe of absolute uniformity in 
thickness of wall. They also state that this difficulty is 
increased with the smaller pipe, and that the core arbor 
for 3-inch pipe is not so rigid as it is for 4-inch pipe, 
and that the consequent deflection from a straight core 
is greater. Because of the greater care required in 
making a 3-inch pipe the labor is scarcely less than 
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that involved in making 4-inch pipe, so that no 
economy is to be expected from that source. The sav- 


ing in metal would be about one ane one-half pounds 
in a foot of 3-inch standard, and about three pounds 
in a foot of extra heavy, and this saving may be figured 
at one cent a pound. It will be seen that the economies 
which may be expected from this source are not large. 
Until more scientific experiments have been made it 
will be well, therefore, not to modify ordinances to per- 
mit the unrestricted use of 3” pipe. 





Precedent has 
been one of the 
. curses of this coun- 


Precedent is an 
abomination handed 
down to us from the 


Fraud 


> wise ones of past 
Failures centuries. 
It has been a 


stumbling block in 
the way of adminis- 
tering justice in this 


Result of © 











: land since the Pil- 

Unfair grims set foot on 
a Plymouth Rock. 

Competition | We stoat over 

our progress along 

commercial lines 

and the geniuses 


for invention we have bottled up ready to spring on 
that word precedent even 
stands in the way of our most cherished ambitions. 

We laugh at many of the mythical stories transferred 
to us from the ancient Greeks and Romans and stamp 
them as the imaginative weal or woe of a bygone age, 
when environment was limited and geographical knowl- 
edge was bounded by the horizon. 

Yet another age will look with amazement upon us 
as a paragon of activity surrounded by the slime of 
precedent. 

The lawyer is looked upon as a man learned in a pro- 
fession and possessed of wisdom beyond that of an or- 
dinary mortal yet he is bound hand, foot and brains, to 
the clogged chariot wheels of a past century which even 
now dictates to him through precedent. 

If you do not believe it look at the bankruptcy laws 
of this country, a miserable fiasco, based upon prece- 
dent. 

Poor despised China, in many ways doing the same 
things as did its ancestors of a thousand years ago, 
makes a bankrupt pay 100 cents on every dollar, if he 
fails, before he can resume business and hold his head 
up in the commercial world. If a bank should fail every 
officer must expect his head to be cut off. Result, no 
bank failures for the past twelve hundred years. 

Yes, our legal luminaries became thoroughly saturat- 
ed with the early English common law, which today 
takes precedent in this country in all cases not other- 
wise covered by statutes or codifications, but even old 
England does occasionally change its legal procedure. 

Its bankruptcy laws are far more stringent than ours 
and no man can creep along there and pay 25 or 50 
They say no, you have been going 


an unsuspecting world yet 


cents on a dollar. 
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the pace that kills and must suffer for it until you pay 
dollar for dollar. 

Our bankruptcy laws are a breeder of criminals. They 
are a disgrace to our entire body politic and a detriment 
to every person in this country. They license a man to 
play havoc with his neighbors or competitors and es- 
cape practically unscathed. They place a premium on 
theft and permit of revenge absolutely criminal in a 
commercial sense. 

Do the manufacturers or jobbers of this country be- 
lieve for one moment there would be such a wide 
scope allowed to unfair, ruinous competition, if the 
bankruptcy laws of this country made a man pay 100 
cents on a dollar if he failed or keep out of business? 
Does anybody suppose that we would have so many 
failures, with a nice nest egg laid away until the pay- 
ment of 10 cents on a dollar and the whitewash of a 
bankruptcy court, would permit him to start over again 
after having actually made money by his failure? 

Do you think we would have so many fake fire sales, 
brought about by mysterious fires, so as to make a 
stake after an era of ruinous competition and the appli- 
cation of the courts ever-at-hand bankruptcy lotion? 

This state of affairs is a disgrace to this nation. It is 
a crimination and recrimination of the courts of this 
country. It beggars description in the much vaunted 
intellectual acumen of the bar of this country. It is a 
blot on the statute books and the makers of statutes of 
every state in the union. 

The business interests of this nation should awaken 
from the lethargy that seems to enthrall them to prece- 
dent and force the law makers and dispensers of quasi 
justice to a realization of the enormous injustice being 
done all commercial interests by a farther toleration 
of our present vicious bankruptcy laws. 

When John Trix bearded the lion in his den with a 
ringing speech on fraud, fire and failure before a re- 
cent meeting of the officers, executive committee and 
advisory board of the American Supply and Machinery 
Manufacturers’ Association in New York he hit upon a 
just and popular topic. 

When President Charles F. Aaron of the same asso- 
ciation told a committee of belt manufacturers who 
didn’t like it because he was teaching the trade the se- 
crets of the belting situation and how the trade was im- 
posed upon by the use of the entire hide when only one- 
third of each hide is fit to make an Al belt from, he 
showed the mettle of the members of this association. 

One of these days business men will learn that there 
is only one way to do business and that is the right 
way. The entire country is aroused over this question 
of fraud which seems to have permeated every avenue 
of commercialism and politics. Even the saintly stand- 
ard bearers of many religions seem amenable to its in- 
fluence and the very cogs of our government have be- 
come so used to the oily influences of this baleful in- 
gredient that they refuse to properly respond unless a 
fresh supply is at hand at all times. 

We are pleased with the stand taken by the American 
Supply and Machinery Manufacturers’ Association in 
its recently proclaimed “Declaration of Principles” 
which marks an era of decision upon propositions that 
are right and are bound to triumph. 

“Domestic Engineering” has stood valiantly for these 
very principles in hundreds of editorials, many of which 





were of a most scathing nature, to arouse attention in 
a battle for business justice. 

At last we are glad to be able to print these same 
views with the unanimous indorsement of the American 


oe) 


upply & Machinery Manufacturers’ Association, as fol- 


a 


ows: 
“Unfair Competition 


“We are opposed to unfair competition. This 
strikes at the wage earner, often compelling reduc- 
tion in costs of production at the expense of labor. 
It menaces the dealer by depriving him of the legiti- 
mate profits to which he is entitled. It increases 
expenses of operation and production to the con- 
sumer by forcing down the qualities of goods mar- 
keted. Its effect on manufacture is to compel 
changing basis of qualities to meet price conditions, 
sacrificing reputations to thus unjustly 
created. 

“We therefore favor such changes in the Bank- 
ruptcy laws or other legislation as will tend to dis- 
that disastrous competition 


demand 


courage and prevent 
caused by the ine cperienced or unprincipled manu- 
facturer who fails to provide for his actual manu- 
facturing costs, or to allow for a reasonable margin 
of profits in mal:ing his prices, thereby bringing 
ultimate failure upon himself, hardship upon his 
employees and lcss upon other manufacturers in 
his line and the public in general. 

“These and other classes of unfair competition 
are the stepping stones to fraud, fire and failures. 


“Encouragement of High Qualities in Articles 
Manufactured , 


“Resolved, that this 
when ordering supplies through their respective 
dealers, give preference to the highest qualities of 
goods manufactured by members of this Associa- 
tion. 

“We are unalterably opposed to the substitution 
of inferior goods as first quulities, either by manu- 
facturer or deale1. 

“We oppose tlie practice of the manufacture of 
inferior goods under private brands that can be 
marketed to the prejudice of other makers’ first 
quality goods. 

“We endorse the policy of promotion by the 
manufacturers of the value of trade marks, brands 
and other recognized means of secure identifica- 
tion of all their products, thus affording protection 
alike to the user, the distributor and the manu- 
facturer. 


members of Association, 


“Resale Prices 


“Resolved, that the manufacturers of this Associa- 
tion shall encourage the sale of their product to the 
consumer on the basis of proper resale prices, in- 
sisting upon such prices where goods are sold by 
makers or their representatives direct and offering 
every encouragement to the dealer for co-operative 
action in carrying out this policy. 

“We unite to discourage the obtaining of unfair 
profits by selling certain classes of goods at prices 
carrying more than reasonable profits in order that 
other classes may be sold at prices that carry no 
profit, thus preventing honest and healthy competi- 
tion. 
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“The proper resale price can only be established 
by the of each line of 
goods, and arrived at by joint conferences on the 
part of the makers of such goods and the dealers 
therein. We 
drawn from the representative manufacturers and 


most careful consideration 


favor the selection of committees 


dealers who can arrive at such fair conclusions as 
will establish proper resale prices that will enable 
the consumer to secure goods of the best qualities 
and under the fairest conditions. 

“We shall as manufacturers purchasing our sup- 
plies through the regular distributing channels, give 
this 


resale price 


Association 
their 


manufacturers of 
proper 


our 
who 


support to 
maintain a upon 


goods.” 


Now it is up to the leading jobbers of this country to 
fall in line and back up these manufacturers in their de- 
mands for a square deal. 

It will pay every jobber to thoroughly digest the 
above declaration coming from a representative 
body of the best manufacturers in this country. Grasp 
the hands of these manufacturers and say “We are with 
you in this fight!” It will pay you to do it, morally, 
physically and financially. The time is ripe for such a 
combination of the interests of jobbers and manufactur- 
ers with this end in view—justice and a progressive 
maintenance of the principles of right dealing which are 
the foundation of every successful business venture. 


such 


Elmer Crawford. 





Who’s Who in Great Britain—X V 














Walter Cowen, R. P. C., A. R. S. IL. a member of the 
Central Board of the National Association of Master 
Plumbers, and president of its Birmingham branch, has 
had extensive practical experience, and has carried out 
many large plumbing contracts in different parts of the 
country, especially in and around Birmingham. 
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Comfort Stations in St. Louis 


By Jno. K. ALLEN 
Mem. Am. Soc. Ins. of Plumbing and Sanitary Engineers. 


Agitation having for its object the construction and news stand, about 100 square feet in area; on 
of public comfort stations in St. Louis has for some women’s side for an emergency room ; and on both 


time been carried on by the 
Civic League, of which 
Mayo Fesler is secretary, 
and it has culminated in 
the publication of a report 
dated November 10, 1908, 
pointing out the urgent 
necessity for the construc- 
tion of these conveniences 
in that city, and selecting 
several sites which were 
ideally suitable for the lo- 
cation of first stations. 
Following the example of 
Chicago, a competition 
was carried out in the St. 
Louis Architectural Club 
to interest its members in 
the design of a public com- 
fort station. The triangu- 
lar plot of ground at 
Broadway and Chouteau 
avenue, formerly occupied 
by the old French market, 
was chosen as the site of 
the proposed building, the 
design for which a compe- 
tition was held. The con- 
ditions governing the com- 
petition were: 

1. Cost of proposed 
building with equipment 
not to exceed $15,000. 

2. Building to be fire- 
proof, with enameled brick 
interior walls and grani- 
toid floors. 

3. Building to contain 
two separate and distinct 
compartments, one _ for 
men and one for women, 
arranged with entrances 
widely separated. 

4. Provision made for 


bins 200 square feet in area. 
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Design of Public Comfort Station for Old French Market Site, St. Louis, Mo. 
Awarded second place in St. Louis Architectural Club Competition. 


boiler room and coal sides for pay compartments, pay closets, free clos- 
ets, urinals and lavatories. 


5. Provision made on men’s side for bootblack 6. Plans to suggest proper landscape treatment 




















for the entire triangular plot of ground. 

We illustrate herewith the designs which were 
awarded first and second places in this competition, 
believing that they will prove interesting to other 
cities studying the subject. 

The first station to be actually constructed in St. 
Louis is that called the “Carr Square Comfort Sta- 
tion” and its design includes a park entrance build- 
ing. The building above the ground consists of an 
ornamental arched entrance, with corridors leading 
to right and left, and the overground ‘construction 
contains the entrances to the conveniences for men 
and women, which are underground. We do not 
show these architectural features. 

The foundation, retaining walls, area and pit 
walls are of concrete, made of three parts of sand, 
five parts of crushed limestone and one part of 
Portland cement. Special care was observed in 
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Elevation of water closet stall showing granitoid floor, 
marble slabs, with screen covered ventilators opening in 
back of stall. From plan prepared by the Board of 
Public Improvements, St. Louis, Mo. 


making the interior surfaces of the walls smooth. 
The outside of all foundation walls received a good 
coat of coal tar pitch, applied hot; the exposed face 
of walls in tool, boiler fuel and ash rooms and 
areas received a half-inch thick finishing coat of 
equal parts of Portland cement and clean sand, 
troweled to a smooth finish. In such of the work 
as was of reinforced concrete all iron or steel 
structural parts were covered at least two inches on 
all faces with concrete. 

All floors in toilet and shower rooms have ten- 
inch granitoid bases all around, resting on a bed of 
clean cinders six inches thick, well rammed, covered 
with a course of granitoid 3% inches thick, com- 
posed of three parts of fine crushed granite to one 
part of Portland cement, mixed dry. The surfaces 
of the floors have a wearing surface one-half inch 
in thickness composed of equal parts of Portland 
cement and sharp screenings. These floors are laid 
to general gradients, to drain gutters, urinals, 
curbs, etc. 
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Glound Plan of Design for Public Comfort Station for 
Old French Market Site, St. Louis, Mo. Awarded first 
place in St. Louis Architectural Club Competition. For 
elevation and plan to accompany this ground plan see 
page xxv. 
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The stair pavilions overhead are finished with tile 
flooring. The ash and fuel rooms are floored with 
vitrified brick paving, set on edge. 

The ceilings of shower and toilet rooms are made 
of “Bar-Lock” illuminating tile. 

The closet compartment partitions and backs, 
and the shower partitions and seats and backs and 
ends of urinals in men’s room, are of light Ten- 
nessee marble; the slabs supported on nickel plated 














with 14-inch mesh, with frames of 1144x1%4-inch 
bar iron, riveted together and secured to tops of 
marble slabs. 

The fixtures in this station are fourteen water 
closets of plate 136-R in catalogue of L. M. Rum- 
sey Mfg. Co.; two sinks, plate 1475-R of the same 
catalogue, with nickel plated vented “P” trap; with 
self-closing faucets as shown in plate F-209 of the 
Sanitary Co.’s catalogue. The urinals are of Ital- 
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Sewer plan of Carr Park Comfort Station, St. Louis, Mo. 
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From plan prepared by the St. Louis Board of Pub- 


lic Improvements. 


standards extending one inch into granitoid floors. 
The marble seats in the showers and slabs are se- 
cured to each other with metal clamps and angles, 
the clamps to be secured with double headed, nickel 
plated stove bolts. 

Each closet compartment is ventilated by a 10x16 
inch cast iron ventilating register of black japanned 
surface, set in the marble back and leading to ven- 
tilating flue. Every shower and dressing room is 
covered with a galvanized wire screen, No. 10 wire, 


ian marble, 1 inch thick, with lap seams, and the 
water is supplied through a perforated one-inch 
brass pipe with copper hood extending over its en- 
tire length, and placed so as to throw water irom 
the pipe against the marble wall. A loose key com- 
pression stop cock controls the flow of water. 

The sewer inside the foundation walls is of 8-inch 
extra heavy, cast iron soil pipe, with regulation 
trap with cleanout on sewer side, and fresh air inlet 
on house side: inlet is carried to the sidewalk and 


mw ye 
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protected. The drain from the fresh air inlet is 
8 inches, reducing to 6 inches, and then to four 
inches, as shown on plan. The main trap is placed 
in a pit having a cast iron cover, giving access to 
the cleanout; sizes of the waste and vent pipes are 
all shown on the sewer plan. 

Three other stations are to be constructed at 
once, and the city of St. Louis is to be congratu- 
lated upon having such a public spirited body as the 
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Steam Shovel Shows Success. 

A back-action steam shovel for trench excavation has 
been used with great success in constructing a sewer 
at Allegheny, Pa., the advantage claimed for it being 
that the machine runs backward on undisturbed ground 
instead of straddling the trench. The machine is sim- 
ply a steam shovel, fitted with a special crane designed 
to operate a dipper of the back-action type. The ma- 
chine works backward and digs toward itself, the de- 
sired back action being obtained by operating th: hoist- 
ing chain over sheaves at the knuckle of the crane. The 
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Floor Plan of Men’s and Women’s Departments of Carr Park Public Comfort Station. St. Louis, Mo. From 


plan prepared by the Board of Public Improvements. 


Civic League and upon having so efficient an ad- 
ministration, which has recognized the importance 
of the construction of public comfort stations for 
the city and its visitors. 

For details of construction I return thanks to 
Edward Quinn, Supervisor of Plumbing; for use 
of the illustrations showing first and second premi- 
ated designs I am indebted to Mayo Fesler, sec- 
retary of the Civic League; for the sewer and floor 
plans I am under obligation to the St. Louis Board 
of Public Improvements. 


dipper, which is forced into the bank by a belt friction 
operated by the crane attendant, has a capacity of 1% 
cubic yards, dumping to a height of 10 feet and to a 
distance of 14 feet from the center of the trench on 
either side. The machine is capable of digging a 
trench 10 feet wide and 18 feet deep, says “Popular 
Mechanics.” It is claimed that such a shovel eliminates 
a great amount of expense ordinarily’ required for 
bracing and sheeting, and that it works to advantage 
in soil altogether too soft to hold up an ordinary 
steam shovel straddling the trench. The sides of the 
trench are left open and free, and being relieved of the 
weight of the machine, the danger cave-ins is reduced. 
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The Proper Size of Soil Pipe 


By Cuas. M. McHuau, 
Plumbing Inspector of Cedar Rapids, Iowa. 


{Editorial Note: Every plumbing installation has a 
soil-pipe stack, which may be likened to the alimentary 
canal of the human body. Its proper construction and 
correct size are of first importance. In an article by 
Thomas SS. Ainge, read before the American Society of 
Inspectors of Plumbing and Sanitary Engineers in 1908, 
it was pointed out that in nearly all plumbing codes 
four inch soil pipe was the minimum size allowed; that in 
Washington, D. C., three inch extra heavy untarred pipe 
was allowed for dwellings when the stack was run with- 
out off-sets and increased to four inches below the roof 
level. There is a growing discussion of this subject, the 
result of which makes it appear that there is an increas- 
ing tendency to permit three inch soil pipe to be used in 
certain cases. In this connection the editorial in this 
issue should be read. The author of this article is Charles 
M. McHugh, Inspector of Plumbing, Cedar Rapids, Ia., 
and the paper was read before the American Society of 
Inspectors of Plumbing and Sanitary Engineers.at Omaha, 
Neb., Feb. 8-10, 1909. Editor.] 

In Domestic ENGINEERING for December 12, 
1908, I read an article which referred to this con- 
vention and encouraged its members to take more 
interest in our meetings. It also spoke of the three 
inch soil pipe for an ordinary dwelling house. Now 
I believe the writer of that article deserves credit 
for it, and I also think that it is well that we do 
not all agree on all subjects, because if we did, it 
would be little that we would profit by our conven- 
tions. When Domestic ENGINEERING referred to 
the three-inch soil pipe, it brought back to my mind 
a paper that was read at our last convention in 
Chicago, which discussed in an able manner the 
subject of proper sizes of soil pipe, by one of the 
members of this society. 

It may be possible that I am wrong in my opin- 
ion of a three-inch soil pipe, but in my experience, 
I believe that we have reached the limit of decreas- 
ing the size of soil pipe when we are at 4-inch, and 
not unless it can be proven to me that a three-inch 





Why Mr. McHugh ob- 
jects to Three Inch Soil 
Pipe 
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soil pipe will stand the test under all the conditions 
from syphon fixtures and all other conditions that 
it comes in contact with, will I submit to its use. 
Suppose a job of three inch soil pipe is installed 
in an ordinary dwelling house with a complete bath 
room on first or second floor, and that later on an- 





other closet or some other fixture should be instalied 
on the same line of soil pipe without any revent of 
it and suppose further that on some floor below the 
first bath room, that was installed, there was a strong 
syphon flush with almost a three-inch outlet through 
the bowl. Now, show me why the lower fixture will 
not syphon and especially if it is located in the 
basement where it is not very often used. In other 
instances where there is no plumbing ordinance or 
plumbing inspector to enforce the proper way of 
installing plumbing, and in many other cases where 
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F'LOUSE TRAP 


A job of plumbing with 4” soil pipe run indirectly, with 
washout closet, lavatory and kitchen sink on first floor, 
and washout closet, lavatory and bath on second floor. 
In this installation the washout closet on the first floor 
haus been siphoned by flushing of closet on second floor. 
Question—Would it be safer from siphonage if the soil 
pipe was 3”? 


there are ordinances but where the inspectors are 
unable to force a proper way of reventing fixtures 
in such conditions, and so far in my experience | 
have failed to see the fixture that will not syphon 
under all conditions in which it is liable to be placed, 
I therefore believe that such fixtures or traps have 
not all been invented yet, that will not syphon. 
When you figure the size of the openings through 
closet bowls, we must figure the largest opening in- 
stead of the smallest, and the largest opening in 
some of the bowls would be close to three inches. 
In a three-inch waste pipe where the vertical waste 
and vent piping is run in such a way that the closet 
is connected direct into the vertical pipe and where 
bath tub and wash bowl also are connected at the 
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same point, there is a strong likelihood that all the would no doubt be many such cities which would 
space will be taken up and give the best anti-syphon take advantage of its endorsement, particularly 
traps a crucial test for syphoning. With the airinthe | where there is no reventing at all, and in some of 


> 


soil pipe being reversed, the drainage is discharged _ these places there are people engaged in the plumb- 
from closet and it is possible that other fixtures ing business who do not revent any fixtures and do 
might be discharged at the same time which would not know what a revent is for and for this reason, 
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A job of plumbing installation A job of plumbing with 8:8” soil A job of plumbing in which 3” 
with 3” soil pipe showing slop sink pipe showing slop sink in basement, soil pipe is used with wash-out 
in the basement; kitchen sink on kitchen sink on first floor, water closet in basement, kitchen sink on 
the first floor, water closet, bath and closet, bath and lavatory on the sec- first floor; closet, ldvatory and bath 
lavatory on the second floor. Ques- ond floor. After this job was _ in- on second floor. Question—Will 
tion—Is there any danger of fix- stalled a fixture was set in the the wash-out closet in basement 
tures wasting into a 3” pipe siphon- basement with kind of trap shown. siphon as easily with a 38” soil pipe 
ing when closet sets directly over Question—Is it safer from siphon- stack as it would with a 4”? 
vertical soil pipe? age than it would be in case a 4” 
soil pipe was used? 
| . ‘ ; “4 ¢ . . - - . ’ ‘? - “< . . . 7 © . . ; ¢ , 7 * rs i 
help to increase a stronger downward draft, result- I, for one, am of the opinion that we cannot get the 


ing in pulling the seal from the trap that was not waste and vent too large for them. 


revented. 


There is another feature that I would like to call 


I believe it would be unfair to take the smallest your attention to in this connection, and that is 
openings in closet bowls as an argument for three- the three-inch lead bend that would have to be used 
inch soil pipe, taking in consideration the conditions on a three-inch soil pipe job. In some places very 
that it might be submitted to. The safety of public light lead is used and we all know that it would 
health demands absolute certainty that it will per- have to be expanded to 4 inches to set a closet 
form its duty. There are a great many cities through- bowl in, and by doing so, there is danger of break- 
out the United States, that have no laws governing ing the lead where it is flanged over on the floor, 
llumbing, and after hearing that this society ap- and how many inspectors would know that it was 


Proves of the three-inch soil pipe system, there 


broken unless they were there when the closet was 
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set. The chances are that the lead bend or ferrule, 
whatever it may be, would not be dressed out to the 
proper size until the closet was to be set and then 
you would have the floor to cut out around it, which 
would not be a very desirable job with some of the 
tools that the plumbers carry for doing carpenter 
work on hardwood floors. 


The expense between a four-inch and a three- 
inch soil pipe on an ordinary job, would not amount 
to more than $4 or $5 and the only person who 
would be greatly benefited by the change would be 


has Bows 
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soil pipe was used, 








A job of plumbing in which a 4” 
showing lavatory wasting into lead bend of the siphon jet 


The lavaiory has been siphoned by the passage of 


closet 
the closet into the 4” soil pipe. Question—Would it be 


safer from siphonage if the soil pipe was 3 


the real estate man who builds a great many of the 
houses for the poorer man nowadays, and makes 
him pay the highest prices that go, and I believe 
in helping him to get an honest job of plumbing, 
if he does not get what he pays for in other ways. 
I will state that I have seen fixtures syphon under 
some of the conditions referred to on a 4-inch soil 
pipe job. Now why won’t they syphon on a three- 
inch pipe? It is true that it would take several 
closets flushed at the same time to fill the three- 
inch pipe with water, but it does not require the 
full area of that pipe to syphon a fixture with water. 
It is the strong current of air that sometimes comes 
down a vertical waste pipe along with some strong 
flushing fixture that was discharged above, and then 
coming in contact with some fixture in the base- 
ment that was easy to syphon thus causing the mis- 
chief. In a great many cases the basement is where 
such fixtures are located. 

I believe, from a practical standpoint, it would 


not be well to favor a three-inch pipe for waste 
and drain, on account of the danger that it would 


carry away the water from several closets at the 
same time. 

This is a question that should be investigated very 
thoroughly from a sanitary standpoint, and I think 
it is the duty of every plumbing inspector to stand 
for what he thinks is the best sanitary plumbing 
for the public, until it is thoroughly proven to him 
that there is something better and then it is time 
to change. ? 

This is yet my view on the proper size of a soil 
pipe. 


Some Properties ot Air 
Equation for state of gases: 


, & % % 





rs a faa - 

S, & S, = the weight of the volumes V, & V, 
of one and the same gas. 

The weight of dry air: 1 cubic foot of air at 
320° Fahr. at a barometric pressure of 29.92 inches 
of mercury, weighs .08072843, according to Rey- 
nault; .07661343 at 60° Fahr. and 30 inches of 
mercury. 


j — 0,080728 B 

1 + a(t — 32) 29.92 
OT 

es 0,07%76613 B 


1 +a(t—60) 29.92 

The weight of V cubic feet of air is: W = sV. 

W = weight at V cubic feet of air. 

The weight of wet air: 1 cubic foot of air weighs 
at f°, Fahr., B, inches of mercury barometric pres- 
sure, and P, inch of mercury of the elastic force of 
Vapor: 

l 0,076613 


29.92 1+ a(t — 60) 


Moistened air is lighter than an equal volume of 
pure air. 

The value of P is given in Kent’s Mechanical 
Engineer’s Pocket Book, on page 484. 





How to Make Gas Yield More Light. 

Five feet of gas burned in a common open-flame 
burner will last one hour and produce light equal to 
twenty-five candles. 

Five feet of gas burned in the best kind of a mantle 
burner will last one hour and yield light equal to one 
hundred and fifty candles. 

The mantle burner makes gas give six times as much 
light as it would if burned in an open-flame burner. 











Pictures No Artist Would Paint 
By Phoenix. 


There are no Michael Angelos nor Rockefellers in the 
Plumbing Craft. Few highly decorated ceilings adorn 
the general run of shops and of late no one has noticed 
much tainted money lurking in the lairs of the Master 
Plumbers. 

They may have been artists with the pot and ladle, 
or experts with the cutters and wrenches, but put a 
pencil in their hand, lay a sheet of paper before them 
asking for a working drawing of a small job and nine 
out of ten would take to the woods at once. To such a 
person a pencil is just about as useful as a safety razor 
would be to a darkey at a colored picnic. 

It is about the easiest thing ever, when you once 
know how to go at it, to make a simple drawing of a tee 
or ell, or to draw a lay-out of a piping system so any 
stranger can see just how it is put together. The only 
thing that is holding down the craft from being able to 
make such drawings is sheer laziness and ignorance. 
There are always lots of people who never care to know 
any more than they are paid for knowing. 

Such People Never Look Beyond the Tip of Their Nose. 

Any person over sixteen years of age who will take a 
pencil and paper and draw ten times the figures given in 
this article, can then make a fair drawing of an ell or 
tee; and, would you believe it, there are many who have 
followed the business for over twenty years, who could 
not draw a tee any more than they could draw a bank 
account. Many dollars are lost every year, and serious 
mistakes made, simply because some incompetent per- 
son has executed an incorrect sketch for the workman. 

There is absolutely no excuse for a man who has been 
four years at the business, being unable to draw a lay- 
out of a simple job. 

One hour a week spent in this practice will enable any 
average boy or man, at the end of two years, to produce 
a readable working drawing of an average low pressure 
steam heating job. 

This is How to Do It. 

Get a sheet of unruled paper, sharpen up a medium 

hard lead pencil and try your luck at the game. Draw 


the line A. B. freehand (i. e., without a rule). There 
itis—rather wavy. Draw ten similar lines and you will 





You would never know it from 
the title, but this article tells you 
in very simple language, how to 
make a plain drawing of com- 
mom fittings 





— 








get a line nearer like the line C D. If it is not straight 
enough to suit you, pick up the rule and draw the line 
C.D. Practice using the pencil and rule until you can 
Produce a clean, even, solid looking pair of lines similar 
toE and F. Try the same thing then with pen and ink. 
I would certainly like to see a few of these attempts 
with the pen and ink. 

Now when you can draw the lines E and F creditably, 
you have managed to draw part of an ell. 
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Next fill out the back of the ell by drawing the quarter 
of a circle asin GH. A little practice will enable you 
to do this entirely free hand without using any instru- 
ment. 


The only thing now remaining to be done is to finish 
up the figure, as shown in I, and you have a very simple 
drawing of a full grown ell and drawn with about seven 
strokes of the pencil. 

The tee is a little more difficult to draw, requiring nine 
strokes to produce it, but in the tee you only have the 
two ells placed back to back, with the curved line re- 
moved and one straight line drawn across the top as 


shown in Fig. J. These figures are very simple, an out- 
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Showing how simply and 
be drawn if 


easily a tee or ell 
know 


can 


you how. 


line only, yet any person who has seen an ell or tee will 
at once see what they are intended to represent, and 
this will lay the foundation for some kind of system for 
getting out an accurate plan so that nobody on the 
works will fall down when they get that drawing. 


There is nothing mysterious, difficult or laborious con- 
nected with being able to draw, yet I have seen strong 
men, weighing over 200, wet as a rat with sweat, after 
having tried, in vain, to produce with pencil and paper 
a very simple plan of piping. 

You do not have to have any knowledge of algebra or 
geometry to produce these simple drawings, which may 
be worth good money to you some day. No matter how 
good a workman a man may be, if he cannot figure 
some, and produce simple plans, his value is limited to 
simply day wages, whereas, the man who can go out in 
the country, measure up a job, lay it out and send in a 
drawing to work by, is worth much more money to his 
employer; and this class of men are seldom out of work. 
When an employer once secures such a mechanic he is 
willing to pay him to sit down and stay in his employ 
(provided the work is slack) rather than lose the serv- 
ices of such a valuable employee. 








Questions and Answers 


WHAT IS THE MATTER WITH THIS ALTITUDE 
GAGE? 

Memphis, Tenn.—To the Editor of “Domestic En- 
gineering.” Sir: Some time ago I put a heat gen- 
erator on my hot water job here, as the circulation 
rather sluggish. I notice that at various times 
the altitude gage acts queerly—especially if we have 
-seems to show many more feet than there 
Can you explain this in the 


G. B. 


Was 


a brisk fire- 
really is in the system. 
columns of your valuable paper? 


Answer. 

The altitude gage is located wrong. Consulting the 
sketch you will see the altitude gage X (which is on 
the boiler probably similar to yours) must receive not 
only all the pressure from the tank, but also whatever 
pressure this heat may develop. 


fire. the more 


additional generator 


The hotter the pressure will be gen- 
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improper location of altitude 


water heating. 


showing proper and 


gage on a pressure system of hot 


consequently the greater the number of 


at X, until the appa- 


erated and 
feet registered by altitude gage 
ratus reaches the point where it relieves itself, when,the 
needle will drop back some. 

Now 
set to relieve itself at slightly mor: 
about the 


apparatus of yours 1s 
than ten pounds 


pres- 


suppose this particular 


extra pressure (which is customary 
sure). A pound’s pressure means from 2!4 to 214 feet 
on the altitude gage. Suppose that under the normal 
conditions before you connected this generator to your 
job, the needle, with a brisk fire had stood at 10’, now, 
putting on this generator, and running the same brisk 
You 
have in effect added some 23 feet altitude and the gage 
would probably register about 33 feet. 

The altitude gage on all should be lo- 
cated between the heat generator and the expansion 
tank to obtain an accurate reading of the water height. 
The needle on X might register any height, but the 
needle on Y would show the true height of water in 


the system. 


fre you develop ten pounds’ additional pressure. 


such jobs 





One kind of a soft snap is the bite of a toothless dog. 
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Floor Drainage in a Garage 


The Division ot Plumbing, Pittsburg, Pa. r 
mends the accompanying method of providing a 
ing pit in a garage, which will also remove all drippings 
of gasoline from the concrete floor of a garage. No 
method is provided for intercepting the gasoline and 
preventing it from reaching the sewer. A slight modi- 
fication of this cleaning pit could be made so that it 
would discharge from the side through a turned down 
elbow, the same as the catch basins shown in “Domestic 


>Om- 
clean- 


Engineering” for March 6, 1909. 
The cleaning pit is 4 ft. by 6 ft. by 4 ft. and is pro- 
vided with a 9x9 inch brass bell trap with vent carried 
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Sketch showing method of providing a cleaning pit in a garage, recom- 


mended by Isaac B. Carver, Inspector of Plumbing, Pittsburg, Pa 


to roof of garage. A 6 inch cast iron main drain con- 
nects with running trap which is vented to the outef 
air before it finally connects with the main drain of the 
residence leading to the street sewer. For the privilege 
of reproducing this plan we are indebted to Isaac B. 
Carver, Inspector of Plumbing, Pittsburg, Pa. 





A teacher in an East End school found great diff- 
culty in getting any answers from an eleven-year-old 
member of the class. 

“How is it,” he asked, “that you never know your 
lessons? When I was your age I could answer any 
questions put to me,” added the teacher. 

“Yes,” replied the urchin, “but you had a different 
teacher to what I have.”—Tattler. 
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NEW TARIFF SCHEDULES 
HELP CONSUMERS LITTLE 





Italian Government asks American 
Contractors and Products to aid 


Rebuilding Earthquake Zone 


Brass Manufacturers Elect Jos. H. 
Glauber President 


PAYNE TARIFF METAL SCHEDULES 


The new tariff schedule as proposed by Ways and 
Means Committee recommends the following changes 
in materials used extensively in the trades represented 
by “Domestic Engineering,” the duties being decreased 
as follows: 

Lead bearing ore on the lead contents therein, 
from 1% cents to 1 cent per pound. 

Lead dross bullion, base bullion, and lead in 
pigs, from 2! cents to 1% cents per pound; in 
sheets, pipes, and shot, from 2% cents to 17% cents 
per pound. 

Zinc blocks or pigs from 1% cents to 1 cent 
per pound; in sheets, from 2 cents to 1% cents per 
pound. 

Cast iron pipe, from four-tenths of 1 cent to one- 
fourth of 1 cent per pound. 

Lap welded, butt welded, seamed, or jointed iron 
or steel boiler tubes, if not less than three-eighths 
of an inch in diameter, from 2 cents to 1 cent per 
pound; not less than one-fourth from 2 cents to 
114 cents per pound; if less than one-fourth, 2 
cents per pound; all other iron or steel tubes, 
from 35 per centum to 30 per centum ad valorem. 

Iron steel sheets, valued at 3 cents per pound 
or less, thinner than No. 10 and not thinner than 
No. 20 wire gauge, from seven-tenths to five- 
tenths of 1 cent per pound; not thinner than 25, 
from eight-tenths to six-tenths of 1 cent; not thin- 
ner than 32, from 1 1-10 cents to eight-tenths cent; 
thinner than 32, from 1 2-10 to nine-tenths of a 
cent: corrugated or crimped, from 1 1-10 to eight- 
tenths of 1 cent per pound. 


ITALY TO REBUILD EARTHQUAKE ZONE 


Opportunity for Italian trade in the rebuilding of the 
tities destroyed in the Italian earthquake zone. Civil 
engineers will begin the laying out of building lots in 
sich areas of the cities where reconstruction will be 
first undertaken. Native and foreign contractors will 
then be invited to bid on the construction of dwell- 
ings, business houses and public buildings with a view 
0t promoting economy and efficiency. In order to 
determine what materials are suited for building pur- 
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to be 
held at Milan and manufacturers and contractors will 
be allowed to make displays of drawings, samples of 
The exhibition 
will be under the auspices of the Society of Engineers 
Architects, and 
place themselves in 
Italy 
she needs anything. 


STICK TO *“* DOZEN PRICE”? QUOTATION 


The National Association of Brass Manufacturers 
held its regular quarterly meeting at the Jefferson hotel 
in St. Mo., on Monday, Tuesday and Wednes- 
day, March 15, 16 and 17, and transacted routine busi- 
ness. 


poses in earthquake countries an exhibition is 


materials, catalogs and photographs. 


should 
a position to enter this competi- 
needs 


and American manutacturers 


tion, for modern sanitation as much as 


Louis, 


The meeting was well attended and it was closed 


with the election of the following officers for the en- 


suing year: President, Joseph H. Glauber, of Cleve- 
land: Commissioner. Wm M. Webster, Chicago: 
Trustees: A. D. Sanders, of Chicago: E. F. Niedecker 


of Milwaukee; A. A. 
Haydenville; Ired Toronto, 
The main question discussed at the meeting was the 
matter of quoting prices on brass goods by the dozen or 
by the piece in the printed price lists and it was unani- 
mously decided to quote by the dozen as heretofore. 


SEVERAL FIRMS INCREASING FACILITIES 


The Monarch Brass Company, of Cleveland, O., has 
built a 


Deutch, of Cleveland; A. S. Hills, 


Somerville, ot (ontario. 


“a : 
large new stock room increasing its 


storage facilities and it also has increased its floor space 


greatly 


for manufacturing purposes very materially. 

The Great Western Pottery Co., of Kokomo, Ind., 
is building a new two-story 75x100-foot fire-proof of- 
fice building and warehouse, and are adding to their 
plant several new kilns and a lavatory shop. 

W. G. Maxwell, who takes care of the interest of the 
Humphrey Company, of Phila- 
delphia and vicinity has established an attractive dis- 
play of that instantaneous and 
water heaters in the Master Builders 
South Seventh street, Philadelphia. 


Kalamazoo, Mich., in 
company’s automatic 


Exchange on 


The McGraw-Yarbrough Company, of Richmond, Va.. 
is having plans prepared for the erection of a four-story 
warehouse building, to be constructed at the foot of 
Fighth street, with a siding on the Cleveland and Ohio 
tracks. The company’s present quarters at 9-11 South 
Eighth street will be retained for office and show room 
purposes. 

The Buffalo Branch of the Standard Plumbing Supply 
Company, of New York City, opened by Paul R. Hei- 
land on August 1, 1908, at 257 Pearl and still 
under his charge, has outgrown its quarters, and will 
be moved April Ist to a new location at 485 Washing- 
ton street, 
will be occupied, giving about six times the room of the 
Pearl 
will be arranged and neat offices fitted up. 


SOME CHANGES IN NAMES 
The Anchor Stone Laundry Tray Company, of 
Minneapolis, Minn., has changed its name to Anchor 
Stone Company. 


Street, 


where a store and basement, 50x126 feet, 


street store. An attractive display of fixtures 


The American Plumbers’ Supply Company, of To- 
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ledo, Ohio, is the successor to the American Pump 
and Supply Company of that city. The new name 
was adopted upon the recent acquisition of the interest 
of Wm. C. Reh, by Henry A. Schlingman, who was 
president of the old company and enjoys the same 
position in the new. He reports the business outlook 
in his section for 1909 as being very good and states 
that the architects have much work on their boards 
that will be coming along during the season. 


ANNOUNCE NEW REPRESENTATIVES 


Wm. B. Scaife & Sons Co., of 221 First avenue, Pitts- 
burgh, Pa., announces that it has secured the services 
of F. W. Peters, and that he will cover the jobbing 
trade in the middle West in its interests. 


The Knott-Van Arnam Manufacturing Co., of Fort 
Wayne, Ind., announces that Henry Stein, of 48 Cliff 
street, New York City will hereafter be its Eastern 
selling agent succeeding the late Frank F. Fisk. Mr. 
Stein will carry a complete line of samples of the above 
company’s products. 


A NEW PACKING COMPANY 


The Plumbers’ Plastic Packing Company, of Min- 
neapolis, Minn., has been incorporated with a capital 
of $50,000. The incorporators are Barney Long, of 
1203 Dupont avenue, North, Minneapolis; Frank A 
Dailey, William A. Nichell and Henry B. Blake, o¢ 
St. Paul. 


ARE RUNNING FULL FORCE 


The Cahill Iron Works, of Chattanooga, Tenn., an- 
nounce that they have repaired the slight damage to the 
roof of their building which was caused by fire a few 
weeks ago. The reports of the fire were greatly exag- 
gerated, and the company has a full force of men at 
work the same as before the fire. 


MAINE MEN MAKE MERRY 


The third annual meeting and dinner of the Maine 
Plumbing, Steam and Metal Salesmen’s Association was 
held at the Congress Square Hotel in Portland, Me., 
Monday evening, March 8th. About thirty salesmen 
representing the leading jobbing houses of New Eng- 
land in these lines were in attendance and the few 
hatchets Carrie Nation had left behind her were all 
buried and good fellowship and brotherly love reigned 
supreme. The business meeting was called at 6:30 
o’clock during which a good natured controversy of a 
parliamentary nature arose over the right to amend the 
by-laws and insert a clause providing for a suitable 
floral tribute to the family of a deceased member. 
It was finally voted to table the question until a special 
meeting can be called. Officers for the coming year 
were elected as follows: President, C. R. Nelson, Port- 
land; first vice-president, J. W. Chase, Portland; second 
vice-president, E. S. Mallard, Boston; third vice-presi- 
dent, Shirley Mitchell, Boston; secretary-treasurer, W. 
F. Snow, Portland. After the meeting adjourned the 
jolly salesmen marched to the banquet hall while Hazle- 
ton’s orchestra played Sousa’s new and spirited march, 
“The Hungry Man from Cambridge.” Before the com- 
pany were seated a flash light picture was taken by 


DOMESTIC ENGINEERING 








W. H. Gay, the flash bomb exploding with a <eport 
leading many to believe a hostile fleet of warships was 
entering Portland harbor. After the opening song, 
“We're Here Because We’re Here,” and “A Big Night 
Tonight,” the company started in consuming the excel- 
lent dinner. Speeches and a musical program furnished 
by the orchestra aided by Billy Nickerson, vocalist, 
were then in order and enjoyed by all. C. H. Rollins of 
Boston, W. C. Miller of Augusta, the retiring president, 
E. F. Hayden, all made the oratorical success o/ their 
lives, putting Chauncey Depew and Simeon Ford in 
the class of “also rans.” A. E. Campbell of Boston, 
besides acting as musical conductor contributed some 
amusing hits at the members in conundrum form and 
his annual poem entitled “Counting the Sleepers” or 
“A Trip to Bar Harbor.” The Zeboo Club held a meet- 
ing and smoke talk after the dinner electing officers 
for the coming year as follows: President, W. E. Cur- 
tis; vice-president, Phil Eaton; secretary-treasurer, By- 
ron E. Near. Those seated at the banquet table were: 
C. R. Nelson, Portland; A. M. Rosebrook, Portland; 
Edwin L. Bent, Boston; Arthur D. Brackett, Boston; 
Charles A. Maynard, Portland; T. P. Healy, Boston; 
F. S. Billings, Waltham, Mass.; Philip Eaton, Boston; 
S. S. Thornburg, Toledo, Ohio; C. S. Mallard, Boston; 
A. E. Campbell, Boston; W. F. Snow, Portland; Will 
C. Miller, Augusta; J. Warren Chase, Portland; Chas. 
H. Rollins, Boston; W. D. Clark, Willimantic, Conn.; 
J. H. Douglas, Portland; E. M. Crockett, Portland; 
W. E. Curtis, Boston; E. H. MacKenzie, Portland; 
Chas. F. Denklan, Boston; Geo. E. Stevens, Boston; 
L. M. Brightman, Providence, R. I.; Geo. W. Paul, 
Malden, Mass.; Byron E. Near, Portland. 





JOE McWILLIAMS GONE, HIS FIRM ASSIGNS 


Louisville, Ky.—The Joseph McWilliams & Company, 
heating contractors of this city, on Monday, March 15, 
made an assignment to the Fidelity Trust Company 
for the benefit of their creditors. The causes which 
led to the assignment were in a large measure due to 
the fact that the estate of the late Joseph McWilliams 
was the largest holder of stock in the corporation and 
that the company did not have the necessary working 
capital to complete the outstanding contracts. A meet- 
ing of the creditors will be held at 12 o’clock today, 
March 20, at the offices of the Fidelity Trust Com- 
pany. 


A GAS TUBING CONCERN GOES WRONG 
New York, N. Y.—A petition in bankruptcy has 
been filed against Elizabeth J. Nicholls, doing business 
as the Nicholls Tubing Company, manufacturing gas 
tubes, at 477 Tenth avenue. The liabilities are reported 
to be about $37,000, and the assets are $6,000, consist- 
ing of machinery, merchandise and accounts. 


FINANCIAL TROUBLE STILL PURSUES GLOBE 

Bankruptcy Proceedings have been instituted against 
the Globe Brass Works, of 13-15 Macomb street, De 
troit, Mich., and the Detroit Trust Company of that 
city has been appointed receiver. 
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WILL U. S. STEEL HAVE A 
FULL SIZE COMPETITOR? 





Pressed Radiator Reincorporates and 
will Greatly Expand 





New York Wholesale Trade all Con- 
verts to Base Ball 





An Eight Hundred Million Steel Corporation Rumored 


It is rumored from Pittsburg that the United States 
Steel Corporation is to have a rival, a giant with assets 
of approximately $800,000,000. The new combination, 
of which John W. Gates is reputed to be the leader, 
it is said will include the following now independent 
concerns: James A. Laughlin Steel Company, Ltd., 
Lackawanna Steel Company, Cambria Steel Company, 
Pennsylvania Steel Company, Pittsburg Steel Company, 
Midland Steel Company, Midvale Steel Company, In- 
land Steel Company, Maryland Steel Company, Repub- 
lic Iron and Steel Company, Bethlehem Steel Company, 
and Youngstown Sheet and Tube Company. It is also 
expected that other independent steel concerns will 
join the opposition as soon as the new combination is 
organized. 


Pressed Radiator to Enter New Field 


The Pressed Radiator Company of America, Bailey- 
Farrell building, Pittsburg, Pa., has been incorporated 
under the laws of Pennsylvania and has taken over the 
business conducted by the partnership of that name at 
the above location. The company owns and operates 
a plant for the manufacture of pressed steel radiation, 
and was formerly known as the Kinnear Pressed Radia- 
tor Company, this name having been changed to the 
Pressed Radiator Company several years ago. The in- 
corporators of the concern are Henry Oliver Evans, 
Berne H. Evans and Edward T. Noble, all of Pittsburg. 
The business of the concern will be expanded, and new 
agencies for the sale of the production will be estab- 
lished in various parts of the country where the com- 
pany has not yet entered the field. The company has 
been doing a very large business, having placed its 
radiation in many large structures in all parts of the 
country. 


New York Wholesale Ball League Forms 


The New York baseball league, a dream of a few 
weeks ago, is now a fact. A delegation of enthusiastic 
fans in the trade, captained by J. M. Norton, of the 
American Radiator Company, met on Saturday after- 
noon, March 6, in the office of J. C. Austerberry, 35 
Warren street, and held a lively session, the result of 
which is the successful organization of a league to be 
known as the New York Plumbing and Steam Fitting 


Supply Base Ball League. Among those in the venture 
are American Radiator Co., John Simmons Co., Cornell 
& Underhill, The Fairbanks Co., Ronalds & Johnson 
Co. and Crane Co. The organizers present at the 
initial meeting were J. M. Norton, American Radiator 
Co.; James Killoch and Geo. W. Warner, John Sim- 
mons Co.; F. U. Hillers, Cornell & Underhill; Jas. H. 
Gibbs and W. J. King, Crane Co.; H. Zeller, Fairbanks 
Co., and E. W. Case, Ronalds & Johnson. All of the 
teams are to be uniformed. The Simmons and Fair- 
banks teams have already secured uniforms and the 
others promised to get in the swim in due time. It 
was also decided to purchase a suitable trophy to be 
played for, a silver cup being suggested. Officers were 
elected as follows: J. M. Norton, president; James 
Killoch, treasurer, and F. U. Hillers, secretary. The 
president appointed the following committee to draw 
up a suitable constitution and by-laws for presentation 
at the next meeting: F. U. Hillers, chairman; Geo. 
W. Warner, E. W. Case, J. H. Gibbs and H. Zeller. 
All the members are enthusiastic over the new venture 
and have pledged their hearty support to make it a 
success. The next meeting of the league will be held 
at the same place on Saturday afternoon, March 20, 
and any firm desiring to enter a team can address 
the secretary, F. U. Hillers, of Cornell & Underhill, 
Beach street, New York. 


Eastern Sales Agent for Holland 


Glore Supply Company, of 416-417 Commonwealth 
building, Philadelphia, Pa., has been incorporated to 
succeed the Camden Heating and Plumbing Supply 
Company of that city. The officers of the new com- 
pany are: E. T. Glore, president, the office he also 
held in the Camden Co., and Chas. N. Tull, vice-presi- 
dent and treasurer. The new company has taken a long 
lease on the building at 1107 Arch street, Philadelphia, 
where it will open sales office and show room about 
April 1, 1909. The company will make a specialty of 
heating supplies and act as Eastern sales agents for 
the Holland Radiator Company, of Chicago. 


Shelby Tube Getting Busy 


The Shelby Steel Tube Company’s plant at Ellwood 
City, Pa., has been adding men in the different de- 
partments until it is now running nearer to its capac- 
ity than it has been at any time during the past year. 
Several hundred additional men have been ordesed to 
work recently, and at the present rate, it will be but a 
short time until all departments are being operated to 
their capacities. The company has been booking some 
excellent orders, a large proportion of which have been 
assigned to the local plant, and with the prospective 
business in sight, a steady run throughout the remain- 
der of the first half of the year is looked for. 


Pushing for Business 
Giblin & Company, of Utica, N. Y., have opened a 
branch house in Omaha, Neb., with Henry & Allen, 
916 Jones street, who will carry a complete stock of 
the company’s boilers and furnaces. 


Jenkins Bros., Limited, of Montreal, Canada, have 
taken over the exclusive manufacture and sale of the 
James A. Donnelly positive differential heating system, 

















and the Gorton system of heating, in Canada and all 
foreign countries. 

Herbert Boiler Company, of Root & LaSalle streets, 
Chicago, announces that it has made arrangement for 
representation in the state of Washington with P. A. 
Costello, whose offices are located at 17 South Wash- 
ington street, Spokane, Wash. 


Columbia Heater Sold 


Ford & Donnelly, of Kokomo, Ind., have purchased 
the stock and goods of the Columbia Heater Co., 
whose plant at Belvidere, Ill., was recently destroyed 
by fire, and will continue the manufacture of the Flor- 
ence line of boilers. 

Experimental Heating Station 

James A. Donnelly, of 132 Nassau street, New York, 
will shortly increase his office facilities by 100 per 
cent. Mr. Donnelly states it is his intention to set up 
apparatus for the purpose of making labor«citory tests 
with floats, to determine the effect of water-hammer, 
etc., tests of various styles of radiators for condensa- 
tion, with partial air removal, etc., and other experi- 
mental work in connection with heating problems and 


devices. 


Public Comfort Stations 


Kansas City, Mo.—A public comfort station is to be 
built at the Junction after all. And this in spite of 
the council, the protesting property owners and the 
agents for alien land owners. At a meeting of the 
Board of Public Works held last week arrangements 
were made to advertise for bids on the construction 
of the projected station. It is still possible that the 
entire construction may be executed by one contractor, 
but in order to make use of its power under the charter 
of letting out contracts not entailing an expense of 
over $2,500, without the sanction of the council, the 
board will divide the construction work under separate 
contracts, keeping within the prescribed bounds. 

Minneapolis, Minn.—Public Comfort Stations figure 
prominently in the plans now under consideration by 
the city fathers of Minneapolis to make the city beauti- 
ful. For months almost the entire population has been 
on the qui vive over Gateway Park, a project of im- 
mense proportions calculated to awe with its beauty 
the visitor to Minneapolis, as he approaches the heart 
of the city from the railway stations. In the mil- 
lions to be expended in this scheme of beauty, com- 
fort stations have been and still are under grave con- 
sideration. W. F. Decker, chairman of the Minneapolis 
board of park commissioners which has sole power to 
act in the matter of Gateway Park and similar projects, 
expressed it as his belief that inside of two years or a 
little more, stations for the comfort of the public will 
be located in the more prominent places in Minneapolis. 
The matter has as yet been but tentatively approached, 
but the plans for the comfort stations have, so far, 
taken the form of underground houses modeled after 
those now in use in certain Eastern cities and in the 
capitals of Europe. Minneapolis’ own sister, St. Paul, 
has gone a trifle farther in this direction, although no 
definite steps have as yet been taken. The Commercial 
Club of that city has taken up the matter and put all 
its influence and energy behind it. 
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FOREIGN MARKETS OPEN 
FOR AMERICAN GOODS 


Chile presents a great Opportunity 
for enterprising Commer- 


cial Work 


Japan needs Our Machinery and Tools 
in its Growing Industries 


Will You Continue to Overlook This ? 


In Chile, South America, there is a yearly market 
for manufactured articles to the value of about $100,- 
000,000 United States gold, reports Consul Alfred A. 
Winslow from Valparaiso, and he adds that Ameri- 
can shippers can have a very large proportion of this 
should they go after it systematically and in a 
thorough and up-to-date manner. It is often asked 
whether or not a certain firm is pushing a certain line 
for an American house so as to get the best results, 
and if not how should the American house proceed 
to cover the territory properly, and about how much 
is there in sight for that particular line, etc? Not 
much need be expected through foreign agents alone 
to introduce a line of goods. As a general thing a 
business house here will not spend time and money 
to push a new line of goods if it has anything to take 
its place, which is generally the case, since English 
and German interests are well represented in Chile. 
Nearly all the civil, mechanical and electrical engi- 
neers, architects, and salesmen being European, are 
naturally in sympathy with European products. It 
should thus be clear that if this trade is to be se- 
cured for American interests in anywhere near the 
proportions they should have much more personal 
work must be done. American houses really in ear- 
nest for this business should send out their best men 
to study the conditions, get in touch, place trial or- 
ders, and arrange for an agent to represent their in- 
terests. .Conditions are such here that business can 
not be rushed as it can be at home; often when this 1s 
attempted it completely stops negotiations. All or- 
ders taken by such salesmen should pass through the 
agents here, and the field should be covered by such 
a salesman at least once in two years, even though the 
firm may have a general agent in Chile that seems to 
be doing a fair business. Such individual work by 
one up-to-date in every particular will bring valuable 
results. Less of this personal work would be neces- 
sary were there more Americans employed in com- 
mercial and industrial houses in Chile. 











Do You Want Any of This? 
There is a good and growing market in Japan for 
machinery and tools used in mining, 
repairing, sugar refining, 


ship building and 


, ° q * 
i@aning, cement Makiny, 


rice Cc 


and spinning and weaving, writes U. S. Consul George 


H. Scidmore from Tokyo, Japan. For the imperial 


foundry at Wakamatsu and the navy-yard at Sasebo 
large supplies are required The increasing use of 
electrical appliances of all kinds offers a most prom 
ising market, and the same may be said of small 
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Moves, Changes and a Watch Meeting 


J. H. Cunningham Company, dealer in heating and 


null supplies in Boston, Mass., has moved its business 
trom 269 Congress street to 273 Congress street. 


Peter A. Frasse & Co., of New York, 
their mill supply business from 94 Fulton street, where 


will remove 
it has been located for many years to the old Colwell 
Lead Company building on North street, near Centre 
Street. 

The Bickford Drill & Tool Company, of Cincinnati, 
Q., has been absorbed by the Cincinnati Machine Tool 
Company, of Spring Grove avenue, Township and Jes 
Cincinnati, O. 


Samine streets. 
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The National Machine Tool Builders’ Association 
held a special meeting in New York City last week 
to discuss the probable effect of a tariff revision on 
the machine tool trade, 


Personal 


E. L. Dawes, general manager Of tactories Ol 
tandard Sanitary 


the 


Stan Manutacturing Co., of Pittsburg, 
Pa., is spending a little vacation at DeLand, Fla. 


Wm. Dickson, one ot the veteran 
ton, N. J., has just ri 


— 
plumbers ot Tren 


turned home trom a two months’ 





attended the first annual 


March 9-10. 


twenty 
The 


men who 


Schenectady, photograph is 


visit in Canada. Mr. Dickson was yreatly pleased with 
the cold dry climate and tells some very interesting 
tales of the low temperature. 

R. M. Fielder, of 
of Trenton, N. J., 
week. 

Archie Maddock, of Thomas Maddock’s Sons Com- 
Pitts- 


the Trenton Potteries Company, 


was in Pittsburg several days this 


pany, of Trenton, N. J., was a business visitor in 


burg and surrounding territory last week 


R. R. Schulte, formerly of New York City, has ac- 


cepted a position in the engineering department of H. 
Kelly and Company, one of the largest heating and 
ventilating firms in Minyeapolis. A graduate of the 
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Massachusetts Institute of Technology, in the naval 
architecture and marine engineering course, Mr. Schulte 
has designed the complete mechanical equipment of 
some of the largest buildings in New York, carrying 
out the work in both the heating and electrical con- 
tracts. Recently he took civil service examination for 
the position of mechanical and designing engineer, and 














R. R. SCHULTE, 


a position in the 


engineering depart- 
Company, of 


Minn 


Who accepted 
ment of H. Kelly & 


Mineapolis, 


has 


stood first on a list of 250 applicants. On hearing the 
report of this examination, H. Kelly & Company en- 
tered into correspondence with Mr. Schulte and suc- 


ceeded in securing his services. 


D. L. Hamill, of the D. L. Hamill Company, of 
Buffalo, N. Y., is receiving congratulations of his friends 
on account of his escape from serious injury when a 
street car collided with his automobile last Monday as 
he was taking his two little daughters and his neigh- 
bor’s two children to school. Aside from a few bruises 
and a general shaking up, none of the party was any 
the worse for their experience except Mr. Hamill’s 
young daughter Helene, who suffered a broken collar 
bone. 

J. H. Birch, Jr.. manager of the Sportman’s Shot 
Works, of Cincinnati, Ohio, is distributing a handsome 
souvenir these days among his friends in the form of 
a combination of a paperweight and a mirror. The 
reverse of the mirror bears an excellent reproduction 
of a photograph of the largest and smallest master 
plumbers in the United States, J. B. Lauman and Dick 
Cluxton, Jr., respectively, both of Cincinnati. Readers 
of “Domestic Engineering” will recall that this inter- 


was reproduced in these columns 


esting photograph 
a few months ago. 
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COPPER AT SAME PRICE 
AS ONE YEAR SINCE 


Iron Market Listless at Two Dollars 
Less than Year ago 


New York, N. Y.—In discussing the outlook for the 
copper market, says a copper manufacturer, in the 
American Metal Market: “It looks to me as though 
there was an attempt made to stampede the manu- 
facturers and other consumers of copper into the 
market on the recent large foreign sales, and while 
the consumers came buzzing like flies, around the 
honey-pot of 12'%-cent copper, they found the honey, 
so to speak, all gone. And they refused to be stam- 
peded by the higher prices for the metal which it 
has freely predicted would come. They learned the 
lesson pretty thoroughly several years ago, when cop- 
per was among the clouds, not to carry more stocks 
than they can see immediate prospects of disposing 
of. Although there is plenty of money to be had and 
every one admits that the metal is cheap, most con- 
sumers prefer to pay higher prices, if necessary, for 
the metal when they actually need it, rather than to 
run the risk of being obliged to mark off large amounts 
for depreciation of stocks at the end of the year. 
The fact that consumers refuse to buy ahead to any 
extent renders speculative advances difficult to sus- 
tain. Plenty of real business has got to be the basis 
for the next substantial advance in copper.” 


Cleveland, O.—A comfortable amount of new busi- 
ness is being received by the steel mills, and prices 
for the most part are being well maintained, says The 
Iron Trade Review. At Chicago the leading interest 
received well distributed orders amounting to 32,000 
tons, the largest amount for any work in the last 
eighteen months. Buyers of all kinds of machinery 
are urging reductions of prices, and some manufactur- 
ers are yielding to the pressure. Some lower prices 
are being made on fabricated steel, but the price of 
the plain material seems to be maintained. 


New York Metal Market, March 16. 
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Chicago Iron Market, March 18. 

Southern, No. 2 Foundry.................. $16.35-16.85 
Northern, No. 2 Foundry..... 16.50-17.00 
Lake Superior Charcoal 19.50-20.00 

March 18, 1909: 

Foundry iron was the same price as the week pre’ 
$2.00 less per ton than the year pre. 

Copper was %c less a lb. than the month previous 
the same price as the year | 
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CALIFORNIA PLUMBERS brings in a phase of present conditions which the master 
plumber is not very proud of but which appears to be 

PUSHING FOR LIEN LAW a necessity under the present system. The system of 
sub-contracting is deferred. Plumbers, as a rule, do not 

care to take sub-contracts from a general contractor 

for in addition to the fact that the general contractor 

always has his little rake-off from what should be the 

Oklahoma State Master Plumbers legitimate profits of the plumber there is the dissatis- 
Headed by Hanson faction of not being able to deal with first parties. Not 

only is there this dissatisfaction but there is also an ad- 

ded chance of loss for under the present law if the con- 

tractor is unable to pay his bills the plumber is invaria- 

California Plumbers Progress in Lien Law bly the one to suffer. In the event of anything like 


San Francisco, Cal—Master plumbers throughout the _ this it always happens that the plumber and small sub- 
state are very much interested in a new Lien law bill contractors find a number of large “preferred” claims 











mae 


She ifs Office, oy 





DT 







f 





4m i 
ee 


‘a ry 





. 





& 2g 





° 





a» ~~ 
« aD 


adie 
i 
44 


ee 





f 


ie wer * 
~) favs ” 
WJ ee 
19 <6 


aq 


~“@ 





% 
GB oc wy ae ae! me 


“Ba WZ 


arr 
¥ 





WN 
i@ 





ti 


<4@ 
he 
s 
ij 
SO: 
Ay 






<i 


* 
ao 
w 

“4 

4 -w 








An excellent group photograph of the delegates in attendance at the Twenty-first Annual Convention of 
the New York State Association of Master Plumbers held at Schenectady, N. Y., March 9-10. The photograph is 
taken in front of the courthouse. 


that is now before the state legislature, especially since ahead of them. Under the law now being discussed in 
it is through the efforts of the state body that this meas- the legislature the owner of a building will be required 
ure has been placed in its present form and presented to take reasonable steps to ascertain whether sub-con- 
to the law makers. This matter has been receiving the tractors have received a share of the money paid to the 
attention of plumbers for several years and while there general contractor, or not. General contractors will be 
is no assurance that the bill will become a law it is felt required to pay to the sub-contractors the same propor- 
that the chances are in its favor and its passage is an- tional amount that they themselves receive from the 
ticipated. A correction of the old law was presented to owner. For instance, if the owner makes a payment of 
the legislature at the session held last year and while it 20 per cent on the cost of a structure to the general con 
passed both houses of the legislature it failed to become tractor, the general contractor must pay 20 per cent of 
a law through the action of the governor in pocketing the total value of the sub-contracts of the ones to whom 
it. The passing of this new lien law will be of benefit’ this work is let. 


iot only to the plumber but to artisans in many other 
lines as well and this year the plumbers have had their William G. Henkle Honored in Baltimore 


-~ 


efforts indorsed by other organizations and are being as- Baltimore, Md.—The Master Plumbers’ Association 
sisted in many ways by them. A discussion of this law of this city held its regular monthly meeting last week 
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at the Knights of Columbus Hall and elected the fol 
lowing officers for the ensuing year: President, William 
G. Henkle; first vice-president, August Eideman; second 
vice-president, Howard Boland; financial secretary, 
Charles H. Frederick; recording secretary, William J. 
McCrea; treasurer, Daniel N. Sullivan; sergeant-at- 
arms, Patrick Sherry; governors, Samuel Houck, James 
F. P. Carey, William H. Rothrock, Charles I. Putts, 
Jr. Delegates to the twenty-seventh annual convention 
of the National Association of Master Plumbers to be 
held at Detroit, June 22 to 24, were appointed as fol- 
lows: John Trainor, William G. Henkle, C. [. Putts, 
Aug. Eideman, W. H. Rothrock, Pierce Flanagan, W1il- 
liam J. McCrea, Lloyd Mitchell, William Mitchell, A. C. 
Howard 


Mylander, James F. P. Carey, P. Trainor, T. 


soland, Adam Snyder, Charles lrederick. 


Oklahoma Master Plumbers Meet 


Shawnee, Okla.—The Oklahoma Master Plumbers’ 
Association held its annual convention in this city on 
Tuesday and Wednesday, March 9 and 10. The con- 
vention was well attended and besides transacting rou- 
tine business, mostly in executive session, it elected the 
following officers for the coming year: 

President, Gustavus Hanson, of Oklahoma City. 

Vice-President, W. B. Roach, of Shawnee. 

Treasurer, Walter Newman, of Shawnee. 

The convention was brought to a close with an 
elaborate banquet in the Eagle hall. 


W. A. Bruce Will Organize lowa 


Cedar Rapids, Iowa.—The Board of Directors of the 
Iowa Master Plumbers’ Association held a meeting in 
this city last week. at which it accepted E. O. Edson’s 
resignation as organizing secretary which he recently 
tendered. A commitee, consisting of J. F. Garvey, of 
Mason City, chairman; R. Knauer, of Des Moines, and 
F. Vollers, of Keokuk, thereupon appointed W. A. 
Bruce as Mr. Edson’s successor. Mr. Bruce’s head- 
quarters will be at 518 East Walnut street, Des Moines, 


lowa. 
Local Matters of Interest 

Kingston, N. Y.—At the annual meeting of the, Mas- 
ter Plumbers’ Association, of this city, held on Wedneé- 
day, March 3, the following ofhcers were elected for 
the ensuing year: President, C. P. Ashley; 
dent, Sam Brown; secretary, R. A. Watson; treasurer, 
P. A. Canfield. 


vice-presi- 


Minneapolis, Minn.—The use of wrought instead of 
cast iron in drainage or waste pipes has been the sub- 
ject of considerable discussion of late. Master plumb- 
ers as a rule favor the former, but this is not in accord 
with the desires of the journeymen. Nothing definite 
has been decided upon as yet, but it is believed that 
the matter will be amicably settled in the near future. 


Lakewood, N. J.—Election of officers was held at the 
last meeting of the Master Plumbers’ Association of 
this town, with the result that John A. Myers was 
elected president and B. H. Automdes secretary. The 
association is using its best efforts to bring about the 


adoption of a suitable plumbing code. The township 


officials are giving the matter consideration and action 
will no doubt be taken in the near future. 





MICHIGAN CAPITAL TAKES 
STEPS TOWARD REGULATION 





Change in Plumbing Inspector 
in Springfield, Mo. 


Would Make Policemen Demand 
Permits from Plumbers 


Lansing, Michigan, Creates Board of Commisioners 

Lansing, Mich.—.As the first step toward putting 
into operation in this city the state law for the regu- 
lation and inspection of plumbing, the council this 
week created a board of sewers and drainage com 
missioners. The resolution creating the board was 
City Attorney 
Black informed the members of the board of health 


recommended by the board of health. 


that two members of the board of plumbing exam 
iners must be city officials having in charge the drain- 
age and plumbing of the city. There are no such of- 
ficials now and it was thought advisable to create such 
a board to consist of two citizens of different political 
party affiliations. As members of the board of sewers 
and drainage the commissioners will receive no com- 
pensation, but as members of the board of plumbing 
examiners they will be entitled under the state law 
to $4 per day, such pay not to exceed $10 per month. 
They will be appointed by the mayor and confirmed 
by the council. In naming a board of plumbing exam- 
iners the board of health must select a master plumber 
and a journeyman plumber of ten years’ experience, 
the city engineer and two members of the sewers and 
drainage board. It is considered essential that the two 
citizens to be appointed shall be business men of ex- 
cellent judgment and it is not unlikely that two mem- 
bers of the board of health will be chosen for the first 
year for the reason that rules for the inspection of 
plumbing must be adopted. However, these rules 
must be confirmed by the board of health and the mem- 
bers of that board are determined that the rules adopted 
will be just and will not cause the dissatisfaction ex- 
perienced in many other Michigan cities where the new 
law isnowin operation. There is also to be an inspector 
of plumbing appointed by the board of health. This 
official must be an experienced plumber and he must 
sever any connection he may have with the plumbing 
business before accepting the position. The cost to 
the city to put the new plumbing inspection law into 
operation will not be very great. The members of the 
board will draw compensations to the amounts of 
only $10 a month, a total of $50 each month, or $600 
per annum, and it is estimated that the compensation 
to be paid to the plumbing inspector will not be much 
more than $1,000 per year. Inasmuch as the law pro- 
vides for the inspection of plumbing an effort wi!! be 
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made to regulate those tees so that they will amount 
to as much as the salaries paid to the commissioners 
al the inspector. 
Fred Armstrong a New Inspector 
Springfield, Mo.—Charles Brechtel, who has been 


sewer and plumbing inspector for the past two years, 
last 
March 8, and Fred Armstrong, who was appointed by 


retired from office Saturday, his term expiring 
Mayor Ernst and confirmed by the council last week, 
took charge of the office, his bond of $500 having been 
approved. 
_ = 


business at 


Mr. Brechtel has accepted a position with 
Henderson, who is engaged in the plumbing 
213 North Campbell When Mr. 
Brechtel took charge as sewer and plumbing inspector 
the city was practically without 


Street. 


reliable records or 


lata concerning the sewers of the city, all of which 
have been located and record made, which is of much 
value to the city. Mr. Armstrong came to Springfield 
from Hillsboro, IIL, 


been engaged in the plumbing business with his broth 


about eleven years ago and has 


er, [Thomas Armstrong on East Commercial street for 


the past nine years. 


Inspector Freeman Makes Notable Suggestion 
St. Joseph, Mo.—Supervision of plumbers by police- 
that all 


) 


city permits, is advocated by John P. 


men, who would make sure workmen carry 


Freeman, plumb 
council of the 


report to the city 


the American Society ot 


ing inspector, in a 
convention of Inspectors of 
Plumbing and Sanitary Engineers, held last month tn 
Omaha. Mr. 
Ball, chief 
health in 
St. Joseph’s death rate 


l‘reeman relates the surprise of C. B 


sanitary inspector of the department ot 


Chicago, when he learned the lowness of 
He mentions the advancement 
that was reported in sanitary arrangements for school 

asylums and prisons, and expresses the hope that some 
of the new lessons will be observed in overhauling the 
city workhouse and central police station. The day 
of the open vault is passed, he says, and th 
that 


with them in St. Joseph. 


report 


contains the recommendation steps be taken to 


do away 


—— re 

















taken in I18SS9 of Louis and his 


two years after he 


Photograph 
ploy ees, 


Lipp 
business at 


em- 
Court 
Lipp is the third from 


engaged in 
and Broadway, Cincinnati, O Mr 


the left on the front row 


Two Kinds of Activity 
Rockford, Ill.—Daniel Marks has resigned as plumb- 


ing inspector for the city and his resignation has been 


accepted. Mr. Marks will form a partnership with 
Burt Johnson and they will soon open a plumbing es- 
tablishment on Third street. 


Minneapolis, Minn.—building 
Houghton, ot 


Inspector James G. 


this city, is at work on an ordinance 


which he intends to present soon to the city council. 


The proposed ordinance includes new regulations as to 


plumbing and has also a direct bearing on the pre- 


vention of smoke 


Who’s Who in America—IX 





Company of 


Louis Lipp, president of the Lipp 


Winton Place, O., a suburb of Cincinnati, came to this 
country in 1871 and began business in ISS7 at Court and 
Broadway, Cincinnati, being one of the early western 
manufacturers of plumbers’ woodwork Mr. Lipp resides 
at 316 Mitchell avenue, Cincinnati, is married and has four 
children It is a matter of justifiable pride that |] is 
made such a splendid progress in his chosen business and 


in this connection we step aside from our customary prac- 
tice in this column and show a print of a photograph 
taken about two vears after Mr. Lipp tarted in business, 
which shows his employes at that tim Mr. Lipp’s pic- 
ture is the third from the left on the front row \ picture 
of the firm's magnificent works at the present time and of 
their present employees would show by comparison what 
it is possible for a man engaged in manufacturing plumb- 


ing supplies to do in the short space of twenty years by 


industry, integrity and push 
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DEATH HAS A BUSY WEEK 


Some Prominent Men inthe Trade 
Lay Down their Work 


Leonard J. Wallace, a traveling representative of the 
Pittsburg Water Heater Company, of Pittsburg, Pa., 
died last week while on a visit to the company’s branch 
office in New York City. 

Geo. W. Zint, formerly conducting a plumbing busi- 
ness at Crestline, O., passed on at his home in Denver, 
Colo., on Saturday, March 6, in his 64th year. He 1s 
survived by his wife, three daughters and a son. 


William Goddard, formerly one of the leading plumb- 
ing contractors of Oshkosh, Wis., passed on at his 
home in that city last week in his 69th year. He was 
born in England, came to America while a young man, 
lived in New York City until twenty years ago when 
he came west and opened a plumbing establishment at 
Oshkosh. He retired from business a few months ago. 


John S. Merrill, manager of the Holbrook, Merrill 
& Stetson Company, of San Francisco, Cal., was found 
dead last week in his room at the hotel at Bartlett 
Springs, Cal., where he had gone to regain his health. 
Death was caused by a bullet through his heart, but 
whether it was accidental or premeditated will never be 
known. The deceased was in his thirty-third year and 
the oldest son of John F. Merrill, vice-president of the 
Holbrook, Merrill & Stetson Company. He is sur- 
vived by his wife and a seven-year-old daughter. 

George Brinck, president of the Dayton Plumbing 
Company, of Dayton, O., passed on at the St. Eliza- 
beth hospital in that city on Friday night, March 5, 
as a result of injuries received in a runaway accident 
ten hours before. Mr. Brinck was born in Dayton about 
40 years ago and spent all his life there. He learned 
the plumbing trade in his teens and formed a part- 
nership with his brother and his brother-in-law about 
six years ago under the name of the Dayton Plumbing 
Company, which was a successful venture from the 
start. His wife and five children survive him. 

Thomas Clay Hornbrook, vice-president of the Trim- 
ble & Lutz Supply Company, jobbers of plumbing and 
heating supplies, at 1500-1502 Market street, Wheeling, 
W. Va., passed on suddenly at his residence in that 
city on Saturday evening, March 13, from heart failure 
in his forty-fifth year. Mr. Hornbrook was born at 
Woodland, W. Va., and had been traveling through the 
State of West Virginia in the interests of plumbing 
and heating supply concerns until about seven years 
ago, when he took up his residence in Wheeling. He 
is survived by his wife, two brothers and one sister. 

John E. Rose, president of the plumbing concern of 
John E. Rose & Company, of 800 East Broad street, 
Richmond, Va., and mayor of Barton Heights, Va., 
passed on at his residence in that suburb on Satur- 
day, March 13, in his fifty-second year. Mr. Rose had 
been a resident of Barton Heights for the last fifteen 
years and since his settlement there he had been one 
of the most influential citizens of the town. In all 


things he was public-spirited and took the initiative 
in any movement for the good of the town. He became 
mayor about six years ago, and since that time had 
no opposition for re-election. Under his administra- 
tion many things have been accomplished for the good 
of the town, such as concrete sidewalks, extension of 
water and sewer pipes, etc. Mr. Rose is survived by 
his wife, two sons and two daughters. 

Henry W. Lyman, who for a quarter of a century 
had been engaged in the plumbing business in North 
Adams, Mass., passed on at his home in that city on 
March 6th in his 51st year. Mr. Lyman had been in 
poor health for some time but had been seriously ill 
less than a week. He was a native of Brimfield and 
came to North Adams with his parents just 25 years 
ago, engaging in the plumbing business immediately. 

D. A. Cirino, a plumbing contractor, 2857 Carondelet 
Street, New Orleans, La., passed on at a hospital in 
that city on Tuesday, March 9, in his twenty-fifth year. 
Mr. Cirino was born in New Orleans and spent his 
life there. After having learned the plumbing trade he 
formed a partnership with Mr. Costley and opened a 
plumbing establishment about six years ago at the cor- 
ner of Conery and St. Charles Avenue. Three years 
ago Mr. Costley retired from the firm, after which Mr. 
Cirino moved to Carondelet Street and conducted the 
business in his own name and did a considerable amount 
of business. He was a member of the Master Plumbers’ 
Association and of several fraternal organizations. 
His wife and a few months’ old daughter survive him. 


Tips on New Work 


Nashville, Tenn.—J. D. Pullen has taken out a per- 
mit for the erection of a brick and stone two-story 
residence at the corner of Lamar and Edgehill streets 
to cost $12,000. 


Denver, Colo.—The Alpha Rental Company has had 
plans drawn for a $25,000 apartment building at Marion 
street and Park avenue. The building will comprise 
seventeen apartments of two, three and four rooms. 
One of the distinctive features will be a large dome, 
which will light all the inside flats. The plans were 
drawn by Architect W. H. Hahn. 


Chicago, Ill—William M. Cahn, president of the 
Progress Tailoring Company, has purchased the ground 
and building at 48-54 State street, directly opposite the 
Masonic temple. A modern fireproof building of not 
less than twelve stories is to be built on the site by 
Mr. Cahn at a cost estimated between $600,000 and 
$800,000. The property is 77 by 80% feet. 


Danville, Ill—[Special]—The Michael Kelly rest- 
dence, corner of Vermillion and Harrison streets, 1s 
nearly dismantled to make way for the new Federal 
building to be erected in this city. This building will 
be 60x160 feet and three stories in height. An appro- 
priation of $300,000 has been made and the revised 
plans are expected any day. No plumbing or heating 
contracts have yet been called for. 


Omaha, Neb.—Bids for the erection of the new 
Douglas county court house were opened last week. 
Thirty bids were received, the lowest being $824,846, 
which was submitted by Caldwell & Drake, of Colum- 
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bus, Ind. The highest bid was $1,088,976, submitted 
by Hilger & Company, of Chicago. The contract has 
not yet been awarded. 

Kansas City, Mo.—Wm. A. Smith has had plans pre- 
pared for a three-story brick residence trimmed with 
white stone designed in the Colonial style to be built 
at the corner of Thirty-Eighth street and Gillham road, 
to cost about $25,000. Hot water heating and high 


grale plumbing systems will be installed. A. Van 
Brunt & Brother are the architects. 
Portland, Ore.—Plans have been prepared for the 


erection of a new plant for the National Cold Storage 
Works at East Washington, East First and East Water 
streets. A. Faget, of San Francisco, is the architect 
and directing engineer and he will superintend the 
construction of the plant, which is to be completed by 
July 1, 1909. The cost will be in the neighborhood of 
$150,000. 

Evansville, Ind.—Advance activity in the building 
feld practically assures the prediction of local building 
contractors that Evansville will experience the biggest 
boom in the history of the city this coming spring. 
Work was this week started on residences for County 
Commissioner Thomas Ruston and Fred Neihaus, 
while Anderson & Veatch began the erection of a cot- 
tage at Denby and Ballard avenues and George Mil- 
ler commenced the building of a residence on East 
Oregon, near Baker avenue. 

Minneapolis, Minn.—Bids will be advertised for the 
plumbing of the Hennepin County jail, this city, as 
soon as the municipal building commission, in control 
of the structure, gives the proper authority. A special 
meeting for the purpose was held this week and the 
preliminary steps taken. Sanitary conditions in the 
county jail are unusually bad, and the matter has be- 
come so pressing that the public has demanded an 
immediate reconstruction of the entire plumbing sys- 
tem of the prison. There will be needed 67 closets, 
67 wash-basins and four tubs with shower attachments. 


The Dalles, Ore.—This city is experiencing a build- 
ing boom at the present time which bids fair to sur- 
pass any previous record of advancement along this 
line, and, judging by the number of structures being 
erected and others contemplated the sum expended for 
the construction of new buildings alone promises to 
fun into six figures. The foundation for the new 
Dalles Hotel on East Second street has been laid, and 
the lot at the corner of Fourth and Washington 
streets, on which the new Carnegie free library will be 
erected, has been cleared. Work on the foundation of 
this building will be started in the near future. The 
sum of $10,000 is available for this structure. 

Minneapolis, Minn.—The Minneapolis Brewing Com- 
pany will soon be ready to award the contract for the 
installation of a steam-heating plant for its new three- 
story brick building at 315 Washington avenue, south, 
this city. The estimated cost of the structure is $11,000, 
of which about $1,100 will be expended for the heating 
plant. There will be twenty rooms in the building, 
which will be occupied by a hotel on the upper floors 
and business firms on the ground floor. The archi- 
tects are Boehme and Cordella, 504 Kasota building, 


Minneapolis. The Minneapolis Board of Education is 
p 
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the 
school building, located at 
street. 


the Margaret Fuller 
Harriet avenue and 48th 
toward enlarging 
the building, which now has four rooms, to eight, and 
toward the installation of a steam-heating plant. [d- 
ward S. Stebbins, architect for the board of education, 
has the matter under preparation. He is 
614 Masonic Temple, this city. 


considering remodeling of 


Plans are being discussed 


located at 








made by 
H. T. Rowe. 932 Penn St., Reading, Pa. Display of 
baths, high and low tank closets, lavatories and light fixing 
fixtures. A unique piece of lead work is displayed upon 
an easel. 


Interesting interior showing plumbing display 


Building Shows Big Increase. 

suilding operations are now upon such.an extensive 
scale that the 
large and increasing volume of money which is finding 
its way into investment in this class of security. Dur- 
ing the month of February permits were taken out in 
forty-four of the this country, 
cording to official reports of Construction News, for 
the construction of 10,008 buildings, involving $48,396,- 
246, against 7,130 buildings for the same month a year 
ago, aggregating in cost $20,287,931, an increase this 
year of 2,878 buildings and $28,108,315, er 138 per cent. 
Thirty-eight of the cities included in the list show in- 
creases up to as high as 1,696 per cent, while the de- 
creases were confined to six cities, including Stockton, 
Cal., which leads with 33 per cent; Tacoma, 22; Minne- 
apolis, 15; Davenport, 9; San Francisco, 5; and Mobile, 
4. In Chicago the figures show an increase from 
$3,634,600 to $5,159,000, or 41 per cent. New York re- 
norted a 1,376 per cent gain. The gains are phenome- 
nal. The increase in New York City being upon a re- 
markable scale, permits having been taken out for 
387 buildings in the month just closed, involving a total 
cost of $19,581,340, against 83 buildings and $1,326,500 
for the same month a year ago, an increase of 304 
buildings and $18,254,840, or 1,376 per cent. Philadel- 
phia had a notable increase, 76; Brooklyn, 63; Pitts- 
burg, 161; St. Louis, 17; Detroit, 273; Milwaukee, 105; 
Cleveland, 127; Atlanta, 244; while a group of cities of 


they command attention because of 


leading cities of ac- 


a certain class made wonderfully good records, includ- 
ing Duluth, 647; Rochester, 535; Toledo, 317; St. 
Joseph, Mo., 1,696; Grand Rapids, 185; Davenport, 168; 
and South Bend, 155 per cent. 





due Great Northwest 


Eau Claire, Wis.—The American Heating & Venti- 


lating Company of this place has tiled notice of disso 
lution of business 
Minneapolis, Minn.—E. D. Swedback will erect a 


modern dwelling at 2419 South Colfax avenue, to cost 
$6,500. W.S. Hunt is the architect. 

Minneapolis, Minn.—Plumbing permits have been is- 
sued to Schuler and Nary, of this city, for work in a 
string of brick flats owned by Peter C. Giguere, 414 
7th avenue, N. E. 

Minneapolis, Minn.—A $1,000 plumbing contract has 
been placed in the hands of Charles Wilkins and Com- 
the residence of T. E. Penney, of 


pany, for work on 


1920 Girard avenue, S. 

















Iexterior view of the establishment of the Adams Heat- 


ing-Plumbing Co., Helena, Mont., particularly interesting 
because of the peculiarly solid construction and of the 


proprietor’s idea of the value of advertising 


Monroe, Wis.—lrank Buehler and Otto J. Cramer 
have bought the plumbing business of Fred J. Burke 


who will become a traveling salesman for the Me 
Donald & Morrison Manufacturing Co., 
St. Paul, Minn.—J. D. Hyland, of 106 East 


street, has secured the contract for the plumbing in the 


Dubuque, la 


fourth 


Dry Goods Company’s ‘building at Eighth, 


The 


kmporium 


Robert and Jackson streets consideration is 


$5,500 
Milwaukee, Wis.—William 


avenue, has been awarded the plumbing contract on the 


Esser, ot 3616 Lisbon 


addition to be erected for the Seventeenth district 
No. 1, at $2,533. 


ing will be 


school Bids for heating and ventilat- 


readvertised for, all bids thus far received, 
having been rejected. 

Minneapolis, Minn.—Contracts have been signed for 
the erection of a new building as permanent quarters 
for Reid Brothers’ plumbing business, now temporarily 
located at 318 Third avenue. S. J. & W. A. Elliott are 
the contractors in charge of the work which will be 
pushed forward as speedily as possible. The building 
will be located on Sixth avenue, S., between Third street 
and Washington avenue, on property recently purchased 


by the Reid Brothers, measuring 66x165. The structure 


will be of mill construction, four stories high with a 
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complete basement. Besides the offices and sto age 
rooms and driveways in connection, there will be ample 
room tor the pipe-yard and leading plattorms. The 
company has stated its intention of putting up an en- 
tirely modern building tor their future home, and ex- 
‘They 
will have their own trackage and will be prepared for 


any further expansion of their business. 


penses will not be spared to achieve that end. 


Minneapolis, Minn.—l orecasts, official and otherwise, 
indicate that the plumbing and heating trade in this 
section of the country will experience this season, the 
greatest impetus in its history. Those in the trade are 
that all enthusiasm over the outlook 
Dealers are centering their efforts toward disposing of 


one in express 
stocks on hand and in the main are buying largely in 
order to take advantage of the cut in steel recently put 
into effect. James G. Houghton, building inspector, is 
enthusiastic concerning the development of the trade. 
He is authority for the statement, borne out by others, 
that 
curing draughtsmen to draw plans. 


they have difficulty in se- 
Not in years has 


busy 


~ 


architects are so 
the demand for hot-water heating plants been so great 
as now. Almost every dealer in the city 1s figuring on 
plants of this kind. Low prices prevail in this terri- 
tory and the trade in consequence is creating and forc- 
ing the demand by making correspondingly low esti- 
mates. In this connection, considerable discord exists 
Lack of harmony and a tendency to 


with 


between dealers. 


work against instead of each other have caused 
rather serious conditions in not only the Twin Cities 


but all over Minnesota. 


Minneapolis, Minn.—One of the largest contracts of 
the kind awarded in this territory in months was given 
recently to the Belden-Porter-Gray Company at 704-6 
fifth street, South. Competing with fifteen other firms 
in Minneapolis, the Belden-Porter-Gray Company se- 
cured the plumbing, heating and electric contract for 
the addition to the Chamber of Commerce building, one 
of the most magnificent structures of the kind in the 
United States. The bidders secured the 
work for about $21,000. Five local heating firms com- 
peted with them, as did six plumbing companies and 
six electrical contractors. The Belden-Porter-Gray 
Company will begin work inside of thirty days and the 
will be completed by August Ist. The addition 
to the Chamber of have twelve floors 
with 50,000 feet of space, and requiring about 9,000 fcet 
under 


successful 


\ yb 
(‘Commerce will 


Various heating now 


The plumbing includes a toilet room on 


of radiation. systems are 
consideration. 
each of the twelve floors, with a closet, urinal, lava- 
tory and slop-sink in each. 

The contract for the construction of the entire struc- 
ure was let to C. F. Haglin, of Minneapolis, who erected 
the present Chamber of The cost of the 
proposed addition is estimated at between $188,000 and 
$200,000. 


Commerce. 


Lang, Lamoreaux & Lang are the architects. 





Master plumbers and master steam-fitters are ear- 
nestly requested to send us reports of the award of 
plumbing and heating contracts of $1,000 or more, as 
soon as these have been awarded, while the informa- 
tion has news value. Kindly address: Editor “Domes- 
tic Engineering,” 49-53 N. Jefferson street, Chicago. 

















New York News 


Rochester, N. Y.—John R. Marcellus has moved his 
plumbing and gas fitting establishment from 86 Rey- 
nolds street to 266 Adams street. 


Brooklyn, N. Y.—Peter Nielsen, formerly at 305 
Sackett street, has moved his plumbing business to 
larger quarters at 289 Court street. 

Rochester, N. Y.—Barr & Creelman have been award- 
ed the contract to install Broomell’s system of vapor 
heating in the residence of Adam C. Frederick. 

Brooklyn, N. Y.—I. Stark & Co., formerly at 811 
Flushing avenue, has removed its plumbing business 
to handsomely equipped quarters at 141 Pulaski street. 


New York City, N. Y.—The contract to install 
Broomell’s system of vapor heating in the residence of 
Mrs. Michael A. Gavin has been secured by the John 
Boyd Heating & Plumbing Co. 

Niagara Falls, N. Y.—Dooher & Seager have been 
awarded the contract for remodeling the plumbing in 
the Tower hotel here, which will include the installa- 
tion of new fixtur s of sixty-five bath rooms. 


Albany, N. Y.—J. T. Martin is doing the plumbing 
work in the New Amsterdam apartments on Chestnut 
street. Mr. Martin is also engaged with the plumbing 
in two apartment houses and five residences at West 


End. 


Brooklyn, N. Y.—Louis Frisse, of 1158 Myrtle ave- 
nue, is plumbing the new Casino at Coney Island for the 
Robinson Amusement Company. Mr. Frisse has just 
completed the plumbing in a large assortment of new 
houses in Richmond Hill, 


Niagara Falls, N. Y.—McGrath -& Dewk have been 
awarded the contract amounting to $30,000 for remodel- 
ing the plumbing in the International hotel here which 
will include the installation of new solid porcelain 
fixtures in eighty-five bath rooms. 


Albany, N. Y.—Noord Brothers is the style of a new 
firm of plumbers who recently engaged in business at 
306 Hudson avenue. The firm is composed of H. J. and 
J. H. Noord. They would like to receive catalogues 
from manufacturers in the plumbing and heating lines. 


Schenectady, N. Y.—The former quarters of Cahill & 
Filkins at 12 Central Arcade was destroyed by fire three 
weeks ago. The damage amounted to about $4,000. 
They are now located at 20 Lafayette street where ex- 
tensive alterations for their accommodation are rapidly 
being completed. 


Albany, N. Y.—H. C. & D. S. Whitbeck, of 215 Hud- 
son avenue, have an enviable assortment of work on 
their books at present. They are plumbing and heat- 
ing thirteen houses on Jay street, three on Madison ave- 
nue and a few on Hudson avenue, besides the plumbing 
and heating in the Veterinary Hospital on Western ave- 
nue. 

Albany, N. Y.—J. J. Gorman, of 65-67 Green street, is 
at present engaged with the heating, ventilating and 
sheet metal work in the new addition to St. Peter’s Hos- 
pital. The work amounts to $5,000. He is also plumb- 


ing an apartment house in town, and will do the copper 
roofing and terra cotta work on the New Amsterdam 
apartments. 


His $2,000 bid landed the latter contract. 
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Jamestown, N. Y.—Chatfield & Armitage have the 
contract for installing the heating plant and 
japaning ovens in the new factory of the James- 
Metal Furniture Company; the steam heating 
and plumbing in the new Y. M. C. A. building and 
are completing the following contracts: Steam heating 
in the new Lyric theatre; heating and plumbing in the 
new Jamestown Garage for the Barrett Realty Com- 
pany; and the heating and plumbing in the new Chau- 
tauqua county court house. 


steam 


town 


Jamestown, N. Y.—A new company, the Woodhead, 
Ohlsen & Riley Company, has recently been organized 
and incorporated with an authorized capital of $5,000 
to conduct a plumbing and heating business here. The 
company is composed of Geo. K. Ohlsen, president; 
Henry Riley, vice-president Jonas Woodhead, 
secretary and treasurer and succeeds to the business 
of Mr. Woodhead who has been engaged in the business 
for twenty-six years. Ohlsen formerly in the 
hardware and plumbing business on his own account, 
and Mr. Riley is a former employer of Mr. Woodhead. 
The new company reports several good contracts in 
hand. 


and 


was 


Boston and New England 


Wareham, Mass.—Thomas F. Reynolds & Co. have 
been awarded the contract for plumbing and heating 
the new Cornwell store. 


Claremont, N. H.—J. B. Weed and O. S. Smith have 
formed a co-partnership for the purpose of conducting 
a plumbing, heating and tinsmithing establishment with 


headquarters at the corner of Broad and Tremont 
] 
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streets in the 
ness about the middle of March. 


sSabcock block. They will open for busi- 
Bridgeport, Conn.—J. Reilly, Jr., has secured the con- 
tract to install Broomell’s system of vapor heating in 
the residence of Mrs. Sophie L. Moulton. 
Waterbury, Conn.—Martin Kennelly, formerly of the 
plumbing firm of Barrett and Kennelly, is to start a 
plumbing shop on North Main street at an early date. 


Barre, Mass.—The town will appropriate $400 at the 
present town meeting for the purpose of installing a 
new heating system in the Barre almshouse. The work 
will be done in the early spring. 

Chicopee, Mass.—Through its agent the board of 
health has notified one of the largest manufacturing 
concerns in Chicopee Falls that new sanitaries must be 
installed in some of the buildings to replace present 
ones which are announced as unfit for use. The name 
of the firm is not announced. 


Brockton, Mass.—The firm of Dahlborg & Anderson, 
which for some time past has been engaged in the hard- 
ware and plumbing business at the corner of Grove and 
Main streets has been dissolved and the business will 
be conducted in the future by C. Richard Anderson. Mr. 
Dahlborg will remain in the employ of Mr. Anderson 
as a plumber. 

Lawrence, Mass.—G. W. Dodson, who is temporarily 
located at 228 Common street, started on a new build- 
ing at 320 Lowell street this week. He expects to get 
located in his new building some time in April. Mr. 
Dodson has been awarded the contract for the plumbing 
in the Needham Hotel on Essex street, calling for six- 
teen baths and sixty-three lavatories. He also secured 
the contract for the heating. 


New Jersey 


Hammonton, N. J.—Mr. John Roller has given the 
plumbing system in the Valentine residence its finishing 
touches. 

Millville, N. J—Mr. Wm. B. Troth has recently 
opened a plumbing and heating shop at the corner of 
Fifth and Mulberry streets. 

Millville, N. J.—C. H. Shaw Company is the name of 
the new plumbing and heating concern recently opened 
for business at 129 South Third street. 

Atlantic City, N. J.—The $3,000 contract for plumb- 
ing and heating in C. F. Wahl’s new apartment house, 
Pennsylvania avenue, was landed by J. H. Moore. 

Atlantic City, N. J—J. F. Henry has contracted for 
the plumbing and heating work in the four-story apart- 
ment house located at 20 North Indiana avenue, 

Atlantic City, N. J. —Mr. J. Grant has recently se- 
cured the complete plumbing work for the three new 
houses being built in Ventnor by John Britton. 

Atlantic City, N. J.—Gibson Company is as busy as 
ever this season, having just secured the contract for 
about $1,500 worth of plumbing in the buiness block 
at the corner of Atlantic and Sovereign avenues. The 
company has about $8,000 worth of work under way and 
a number of plants to come on in the near future. 

Egg Harbor, N. J.—Goller Bros. have recently se- 
cured the contract for the plumbing and heating work 





DOMESTIC ENGINEERING 









on the new residence being erected by Rev. H. C. Beck- 
er at Elwood, N. J. Contract price $718. 

Atlantic City, N. J—C. S. Thompson has secured the 
contract for the plumbing work in the new $10,000 resi- 
dence being erected by J. W. Myers on Pacific avenue, 

Atlantic City, N. J.—Albertson and Young have se- 
cured the contract for plumbing and heating in the new 
residence of P. E. Lane at Ventnor, the contract price 
for the complete plumbing and heating system being 
$2,000. 


Atlantic City, N. J—John J. Nesbitt has secured a 
number of heating and plumbing contracts recently 
among which appear an 1,800-foot hot water job for 
H. G. Harris of Ventnor, contract price being $1,028; 
nine houses for H. E. Stevens, Jr., to be heated with 
hot water, consideration being $2,300; a steam heating 
system consisting of 2,400 feet of direct radiation to be 
installed in an apartment house for Isac Aaron. 

O. T. Carson. 


Southern Notes 
Richmond, Va.—\V. HI. Eanes, of 1307 West Main 


Street, is placing plumbing in seventeen new houses for 
Davis Brothers. 

Fredericksburg, Va.—E. J. Cain has recently complet- 
ed a contract for the plumbing and heating in a resi- 
dence here for E. J. Wallace. 

Norfolk, Va.—E. E. Guy’s Sons have recently moved 
their plumbing and heating business into their attractive 
new building at 101 Bank street. 

Richmond, Va.—H. J. Tolker, of 7 South Jefferson 
street, has contracted for the plumbing in two new resi- 
dences in the west end of the city. 

Richmond, Va.—Herbert L. Morris, of 2001 Fair- 
mount avenue, is placing the plumbing work in a new 
structure on Second street, near Broad. 


Norfolk, Va—Thos. W. Duell has engaged in the 
plumbing business at 373 Bute street and he would 
be glad to hear from dealers in that line. 

Norfolk, Va.—C. M. Hare has engaged in the plumb- 
ing business at 50 Washington street and would be glad 
to hear from dealers in plumbing goods. 


Richmond, Va.—[Edward Fensom, of 116 South Lin- 
den Street, has contracts on hand for two plumbing in- 
stallations in two new residences here. 

Richmond, Va.—W. R. Fensom, of 902 West Canal 
Street, has under way a $20,000 contract for the plumb- 
ing in the new Richmond High School. 


Hendersonville, N. C.—Harry Duffy has secured the 
contract for the installation of a plumbing system in 


John L. Orr’s new hotel at Osceola Lake. 

Richmond, Va.—Pemberton & Benson, of East Broad 
Street, have contracted for the plumbing and heating to 
be installed in a handsome new residence on \Vest 
Grace Street. 

Newport News, Va.—Sanitary Construction Company, 
under the management of Wm. Huffman, has secured 
recently a contract for the plumbing and heating work 
to be placed in the new U. S. Post Office at Roanoke, 
Va. This concern has recentiy executed quite an exten- 
sive contract of plumbing and heating work at Old 


Point Comfort, Va. 





DOMESTIC ENGINEERING 


wr 
wr 
SJ 


Aids to Ideal Heating. 


A good regulator on the boiler is about as necessary to the 
success of a steam or hot water heating job as a chimney is 
to a house—it may not do the heating, but it helps the fire 


do it. By a GOOD regulator we mean, of course, an 


IDEAL Sylphon Damper Regulator. 


The IDEAL Sylphon line includes 
—as wellas the [DEAL Sylphon Dam- 
per Regulator for Steam Boilers, the 
IDEAL Sylphon Damper Regulator for 
Water Boilers and Tank Heaters—the 
IDEAL Sylphon Regitherm, an automa- 
tic temperature regulator which is*un- 
like, and better than, any device ever 
made for a similar purpose, 

Write for beoklet. 
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Richmond, Va.—Dallas Bruce & Co., of 643 North 
Eighth Street, has secured a carriage load of contracts 
for new plumbing work, on Woodland Heights. 

Richmond, Va.—George Thomas Davis, holding 
forth at Eighteenth and Main Streets, is at present 
roughing in twelve new residences in this city. 

Richmond, Va—J. R. Day & Son, of 517 North 
Twenty-fourth Street, are placing the plumbing in three 


new residences in the East End of Richmond. 


Richmond, Va.—Kritzer, Creery & Co., of 511 North 
Twenty-third Street, have landed contracts recently for 
the plumbing work in twenty-two new residences. 


Newport News, Va.—Waterman & Smith, a young 
but courageous firm in local plumbing and heating cir- 
cles, have secured lately contracts for three new houses 
here. 

Norfolk, Va.—S. J. Hopkins has succeeded to the lu- 
crative plumbing and heating business formerly con- 
ducted under the name of Hopkins & Tumbleson, at 50 
sank street. 

Richmond, Va.—Bowman & Gregory have secured 
an enviable contract in that of the plumbing equipment 
for the splendid new country home of Major James H. 
Dooley, at Maymont, Va. 

Richmond, Va.—Thos. Mitchell (genius), has lately 
invented a newly designed hydraulic ram with which he 
claims to be able to squirt any form of liquid for the 
distance of seventeen city blocks. 


Norfolk, Va.—R. D. Blankenstrip has succeeded to the 
plumbing business, formerly conducted by O. A. Stan- 
ley, at 162 Bank street. He would be glad to receive 
descriptive matter from dealers in that line. 


Richmond, Va.—Richmond Heating Company has en- 
gaged in business at 1106 East Cary Street, to contract 
for steam and hot water heating work. They would be 
glad to hear from manufacturers in their line. 

Richmond, Va.—Andrew L. Smith has succeeded to 
the plumbing business formerly conducted by H. Atkin- 
son, at 2012 East Main Street. He would be glad to 
receive descriptive literature from dealers in the above 
line. 

Richmond, Va.—John H. Rose & Co., of 1427 East 
Main Street, whose plumbing department is under the 
management of L. H. Hazelwood, have secured a con- 
tract for the plumbing in two new flat buildings in the 
Lee district. 

Richmond, Va.—H. Gruimmell & Sons, of 304 East 
Broad Street, contemplate the erection of a new building 
at that address, which will be the future home of their 
plumbing and heating business. An attractive display 
will be installed. 


Richmond, Va.—D. S. Snyder, of 809 East Franklin 
Street, has landed such a vast assortment of new resi- 
dence work lately that he has been compelled to invest 
in a new and improved “gasoline cart,” in order to 
watch its progress. 

Norfolk, Va.—Henley & Beloit have succeeded to the 
plumbing business, formerly conducted under the firm 
name of Fulford & Beloit, at 200 Lovelt avenue. They 
would be glad to hear from manufacturers and dealers 
of plumbing and heating material. 
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New Orleans, La.—The Municipal Plumbing Com- 
pany of this city has been incorporated with a capital 
of $25,000 to conduct a plumbing, steam and gas fitting 
business. The incorporators are Henry J. Robbert, 
Walter C. Albrecht and E. V. DeHart, Jr. 


Richmond, Va.—Southern Plumbing & Electric Com- 
pany has secured at its bid of $5,176 the contract for 
the plumbing to be installed in the Cortland apartments, 
at Lynchburg, Va. Their contract for heating the new 
Y. M. C. A. building here amounts to $18,756. 


Norfolk, Va.—Benton & Lancaster, of 112 Bank street, 
have easily their usual share of work at this time of the 
year. Their books show contracts on hand for the 
plumbing in two handsome residences on Western ave- 
nue, 

Norfolk, Va.—G. T. Tumbleson, formerly of the firm 
of Hopkins & Tumbleson, has engaged in the plumbing 
and heating business at 177 Plume street. He would 
like to hear from manufacturers and dealers in plumb 
ing and heating goods. 

Norfolk, Va.—L. Kelley & Co. have engaged in the 
plumbing and heating business here and have estab- 
lished suitable quarters at 223 Monticello avenue. They 
would appreciate catalogues and price lists from manu- 
facturers and jobbers in their line. 

Norfolk, Va.—We are glad to note that Geo. H. 
Lyons, a master plumber here of the old regime, has 
safely returned to his home from a very eventful honey- 
moon. Though a confirmed bachelor for many years he 
finally decided to take the irrevocable step. 


Norfolk, Va.—J. P. Davis, a firm believer in publicity, 
has an excellent assortment of work on hand. We com- 
ment on plumbing contracts for a new building at 
Ghent; a new structure on Church street and a similar 
installation in a new building on Bosovine avenue for 
Mr. Brandt. 

Richmond, Va.—Geo. A. Edelblutt has succeeded to 
the business formerly run under the firm name of the 
Sanitary Plumbing Company. New quarters have been 
established at 305 Hancock Street. He would ap- 
preciate receiving catalogues from manufacturers and 
jobbers of plumbing goods. 


Newport News, Va.—Newport Plumbing & Heating 
Company, under the able management of Mr. Dozier, 
has on its books at the present time work aggregating 
$100,000. Its contracts include installation in a large 
barracks at Fort Sheridan, IIl.,; in thirteen sets of off- 
cers’ quarters at Fortress Monroe, Va.; in a large mess 
hall and barracks, at Fort Gaswell, N. C.; in an ex- 
tension to the U. S. Post Office at Baltimore, Md., and 
in barracks and officers’ quarters, at Fort Myer, Va. 

E. De Forest Winslow. 


Book Reviews 


“Principles of Sewage Treatment” by Prof. Dr. Dun- 
bar, director of the Hamburg State Hygienic Institute, 
translated with the author’s sanction by H. T. Calvert, 
M. Sc., chief chemical assistant, West Riding of York- 
shire Rivers Board, with 147 illustrations, 914x6%", 
cloth bound, 271 pages. Philadelphia: J. B. Lippincott 
Co., 1908, $4.50 net. 

When we state that Dr, Dunbar consulted in the prep- 








aration of this volume over one thousand reports and 
iblications you may understand how completely he 
ias endeavored to cover the subject. The practice of 
wage disposal is undergoing rapid changes. Views 
eld by scientific experts some years since are no 
nger tenable; methods receiving approval in past 
years are now superseded by better ones. New appa- 
ratus has come into use which older authorities on the 
ubject knew nothing about. This work will prove 
intensely interesting to engineers because it is the latest 
utterance on the subject and has been written during the 
period of the development of the problem, and groups 
and critically describes the various phases of this de- 
velopment. The contents of the book are divided into 
two parts: First, Historical Development of the Sew- 
age Problem, which includes four chapters: 1. “Growth 
of River Pollution,” 2. “Legal Measures Taken by Cen- 
tral and Local Authorities,” 3. “Rise and Development 
of Methods of Sewage Treatment,” 4. “Earlier Views 
on Methods of Sewage Treatment; Their Object and 
Utility.” The second part of the book treats of “The 
Present Position of Sewage Treatment” and there are 
seven chapters appearing under these titles: 5. “Charac- 
teristics of Sewage.” 6. “Objects of Purification Works,” 
7. “Description of Methods for the Removal of Sus- 
pended Matters,” covering A. Detritus Tanks, B. Sieves, 
Gratings, and Screens, C. Grease Extraction, D. Set- 
tlement, E. Septic Treatment, F. Precipitation. 8. 
“Methods for the Removal of Putrescibility” covering 
A. Surface Irrigation, B. Land Filtration, C. Artificial 
siological Methods, D. Degener’s Lignite Method. 9. 
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“The Disinfection of Sewage,” 10. “Supervision and In- 
spection of Sewage Disposal Works.” 1l. “The Utility 
and Cost of Various Methods of Sewage Treatment.” 
We cannot speak too highly of the character of the 
illustrations which are distinct and descriptive. The 
work is well indexed. Those interested in small dis- 
posal plants will be particularly interested in the de- 
scription of the septic process of the treatment which 
offers some conclusions which have not generally been 
accepted with reference to this method of sewage dis- 


posal. 


With the Makers 


The Norwich Boiler. 


The John T. Young Boiler Company, of Norwich, 
Conn., is rightly named a “Young Concern,” but young 
in name only, as it is made up of men who have de- 
voted the greater portion of their lives to the heating 
business, its officers being John T. Young, president, 
and Augustus W. Dodge, secretary. The company has 
a plant with up-to-date equipment, which is operated 
by skilled workmen and its products are the Norwich 
steam and hot water heating boilers, in whose con- 
struction, it is stated, that nothing but smooth castings 
are used, and that extra precaution is taken in fitting 
points, making the boilers perfect in every way. Abso- 
lutely tight nipple connections are secured by the use 
of lathe turned cast iron nipples cut to fit the thread 
tapping. The ashpit is large with a pertect fitting tri- 














emergency. 
If such accidents 


short a time. 





Improved Capitol Steam Boiler 
showing construction, fire travel 


and waterways. Are you interested in learning the rest? 


Branches: 
DETROIT 139 Jefferson Ave. 
NEW YORK 129 Worth 8t.- 
CHICAGO 34 Dearborn 8t. 
KANSAS CITY 120 W. lith St. 
OMAHA 916 Farnam &t. 





The ‘“‘Quick Repair’ feature of Capitol 
Boilers is worth your investigation if you have 
at heart the interests of your customer. 


Of course, you expect a boiler to doa lot of hard work but 
there are so many cases where sudden accident or carelessness has 
broken a boiler that it is worth while to prepare for such an 


could be repaired temporarily and the plant operated without loss 
of heat to the consumer. 
With no other boiler could you do this so easily and in so 


This is only one Reason why you should know Capitol Boilers. 


United States eater Company. 


General Offices and Works: Fort St. and Campbell Ave., DETROILI, MICH. 



















should happen to a Capitol Boiler, the boiler 





Sales Agencies: 
NORFOLK & RICHMOND, VA., Virginia-Carolina Supply Co. 
MINNEAPOLIS, MINN., Plambing & 8. F. Supplies Co. 
ST. LOUIS, MO., L. M. Runrsey Manufacturing Co. 
DENVER, COLA., Kellogg & Stokes Stove Co. 



















360 


angular grate, arranged with a lug on each side to fit 
the fire pot, thus cen- 
tering the fire pot and allowing no rocking of it on 
the ashpit. The sections are connected to the fire 
pot and to each other with lathe turned screw nipples, 
open and closed sections being used alternately for 
the purpose of zigzagging the combustion through and 
around the sections and through the steam dome or 
hot water top section instead of allowing it to escape 
into the chimney direct, thus obtaining great economy 


in corresponding grooves in 
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The Norwich Steam Boller. 


The jacket casings around 
the boiler are arranged with two cleanout doors, one 
in the front and the through which 
every part of the interior surface of the boiler can be 
easily reached for cleaning purposes. The manufac- 
turers will be glad to send interested parties a new 


in the consumption of fuel. 


one in rear, 


and valuable catalogue containing full particulars about 
these boilers on request, mentioning “Domestic Engi- 
neering.” : 


Trade Literature 


From Great Western Po‘tery Company, of Kokomo, 
Ind.: “Great Western” Vitreous China Sanitary Ware, 
Catalogue “J,” containing high-grade half-tone illustra- 


tions and complete description of the “Great Western” 
vitreous china lavatories, closet tanks, closet combina- 
tions and urinals. Handsome illustrations are also shown 
of the company’s plants at Kokomo, Ind., and Tiffin, 


Ohio. 


The catalogue is 72 pages, 4x7 inches, and it is 
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an attractive sample of the modern printer’s art, which 
reflects credit on the concern in whose interest it is pub- 
lished. 

From Chapman Valve Manufacturing Company, in- 
dian Orchard, Mass.: Bulletin No. 1, illustrating and 
Chapman electrically operated valves for 
steam stations, hydraulic stations, municipal water sup- 
ply protection systems, manufacturing 
plants and for other purposes. The bulletin consists of 
28 pages, 6x9 inches. 


describing 


systems, fire 


From the Detroit-Milford Sanitary Manufacturing 
Company, with head office at 221 Stevens Building, De- 
troit, Mich., and factory at Milford, Mich.: “Catalogue 
of High-Grade Plumbers’ Woodwork,” 12 pages, 
6x8 inches, illustrating and describing high and low 
closet tanks, pedestal seats, strip back seats and oval 
offset The catalogue is compiled and 
printed with care, making it an attractive booklet. 


hinge seats. 

From the Russell Sewage Disposal Company, Inc., 
Burlington, Iowa: “Catalogue of the Russell Sewage 
Disposal System,” describing and illustrating in detail 
this system, which is the invention of Cornelius W. 
Russell. This system, it is claimed, will dispose of 99 
per cent of the sewage and discharge clear pure water 
without the filtering process. All parts of this system 
are made of the same material that is used in the 
manufacture of jugs, that is, hard burned clay glazed 
inside and out, which will last forever underground, as 
time and water have no effect upon it. The catalogue 
also contains a large number of reproductions of photo- 
graphs of modern residences, schools and other insti- 
tutions, at which this sewerless sewage disposal sys- 
tem has been installed and is working to the entire 
satisfaction of the owners, as shown by numerous testi- 
monials which are also published in this interesting 
catalogue. 


Patents 


914,385. Counterbalancing Device for Pumps. Charles 
K. Cotten, San Angelo, Tex. 

914,393. Portable Water-Heater. 
Minneapolis, Minn. 

914,400. Faucet and Combination Thereof. 
Firth, Philadelphia, Pa. 

914,402. Heater for Water and Steam Heating Sys- 
tems. George L. Folger, Pittsburg, Pa., assignor to 
Fogle Furnace Company, Tacoma, Wash., a Corpora- 
tion of Washington. 

914,407. Valve. Egbert H. Gold, Chicago, III. 

914,418. Automatic Valve for Steam-Radiators. [ra 
Hutchins, Chicago, III. 

914,440. Water-Meter. Marshall Miller, St. Louis, Mo. 

914,455. 

914,457. Double-Acting Pump. 
Minneapolis, Minn. 

914,539. 

914,569. Automatic Alarm for Sprinkler Systems. 
George O. Haskell, New York, N. Y. 

914,547. Automatically-Closing Valve. 
3ech, Copenhagen, Denmark. 

914,587. Flushing Apparatus. Judson E. Longstreet, 
Youngstown, Ohio. 


Samuel M. Dick, 


Frank J. 


Louis B. Piper, Chicago, IIl. 
Fred J. Pratt, 


Heater. 


Jr, 


Water-closet. Earl G. Watrous, Chicago, Il. 


Edward 





= Ww ! Ea 








